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Coming Meetings 
International Petroleum Ezxpost- 
tion, Tulsa, May 12 to 19. 
American Society of Mechanical 
Engineers, Petroleum Division, Tul- 
sa Hotel, Tulsa, May 14 to 17. 
American Institute of Chemical 
Engineers, Waldorf-Astoria, New 
York City, May 14 to 21. 
Mid-Continent Oil & Gas Asso- 


ciation, annual meeting, Tulsa, 
May 16. 
Independent Petroleum Assoc. 


of America, Mayo Hotel, Tulsa, 
Okla., May 17. 

American Gas Association, pro- 
duction and chemical committee, 
Hotel New Yorker, New York, May 
21, 22. 

National Oil Scouts Assoc. of 
America, annual meeting, Lake 
Charles, La., May 21, 22. 

American Petroleum Institute, 
mid-year meeting, Wm. Penn Hotel, 
Pittsburgh, Pa., May 22, 23, 24. 

Virginia Oil Jobbers Association 
and Virginia Oil Men’s Association, 
Roanoke, Va., May 24, 25. 

Wisconsin Petroleum Association, 
Lorraine Hotel, Madison, Wis., May 
25. 

Fire and Safety Marshals Asso 
ciation of the National Petroleum 
Association, annual meeting, War- 
ren, Pa., June 7 and 8. 

Northwest Petroleum Association, 
North Dakota division, Dacotah Ho- 
tel, Grand Forks, N. D., June 14, 15. 

Pennsylvania Grade Crude Oil 
Association, State College, Pa., June 
14, 16. 

Society of Automotive Engineers, 
Saranac Inn, Saranac, N. Y., June 
Li tO 22. 

American Society for Mechanical 
Engineers, Cosmopolitan Hotel, 
Denver, Colo., June 25 to 29. 

American Society for Testing Ma- 
terials, annual meeting, Atlantic 
City, N. J., June 25 to 29. 

West Virginia Oil Marketers Asso- 
ciation, Charleston, W. Va., June 
28; 29. 

Drake Well Memorial Celebration, 
Titusville, Pa., Aug. 24 to 27. 

North American Gasoline Taz 
Conference, Atlantic City, N. J., 
some time in September. 

American Chemical 
Sleveland, Sept. 10 to 14. 

National Petroleum Association, 
Atlantic City, N. J., Sept. 19, 20, 21. 

Ohio Petroleum Marketers Asso- 
ciation, Inc., Deshler-Wallick Ho- 
tel, Columbus, O., Sept. 26, 27. 

National Safety Council and 
American Society of Safety Engi- 


Society, 
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neers, Hotels Statler, Carter and 
Hollenden, Cleveland, O., Oct. 1 
to 5. 

Michigan Independent Petroleum 
Distributors Association, Oct. 9, 
place to be named later. 

Big Four State Jobbers Associa 


tion, Kansas City, Oct. 16, 17, 18. 
Automotive Service Industries 
Show, Public Auditorium, Cleveland, 
O., Nov. 5 to 9. 
American Petroleum Institute 
annual meeting, Dallas, Tex., Nov 
12 to 15. 
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HARLES B. BUERGER, vice-president of the Gulf Refining Co., 
was recently made a member of the refining subcommittee of 
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the Planning and Co-Ordination Committee, of Washington. 
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As general manager of the Gulf Refining Co., during the 
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vice-presidency of the late George H. Taber, he had a joint part 


with the latter in directing the company’s destinies during the 
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period immediately following the World War, when the activ- 
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ities of that organization were undergoing a tremendous expan- 
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sion. This expansion resulted in the development of a large 


research organization, and the growth of the refining units of 
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the company from one large refinery, located on the Gulf Coast 
at Port Arthur, Texas, to a group of refineries at strategic points 


throughout the southwest, east and midwest. 
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Oil Companies Hold Out for Proportional 


Representation, Against Arbitration 


CLEVELAND, May 8 

HE Cleveland service station 
T strixe entered its fourth 

week today with no pros- 
pects of immediate settlement. 

In a telegram to Dr. M. W. 
Leiserson, chairman of the Pe- 
troleum Labor Policy Board, of 
Washington, the oil companies 
May 7 reiterated their disap- 
proval of the Leiserson compro- 
mise proposal for settling the 
strike, which they first refused 
to accept a week ago. 

In reply to the telegram from 
the company committee Dr. 
Leiserson said that he could see 
neither law nor justice in the 
attitude of the companies. He 
held to his position that each 
group of employes must bargain 
for itself and that proportional 
representation on a bargaining 
committee cannot be forced. He 
also defended arbitration as the 
best method of settling the wage 
question. 

In view of the attitude of the 
oil companies Dr. Leiserson sug- 
gested that the organization re- 
lease the companies and permit 
each company to negotiate with 
its own striking employes and 
settle its own dispute by mutual 
give and take. 

The service station operators’ 
union at the outset accepted the 
Leiserson proposal. 

Stumbling blocks in the path 
of agreement on a method of 
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negotiating a settlement of the 
strike are: 

1. The proposal does not 
follow the Roosevelt formula 
enunciated in the automobile 
strike of giving minority groups 
proportional representation on 
bargaining committees. 

2. The proposal provides for 
compulsory arbitration under 
conditions which would place 
the burden of settling differ- 
ences on one person. Oil com- 
panies point out that the com- 
pulsory arbitration is contrary 
to the NIRA and not enforce- 
able under the Ohio arbitration 
law. 

The Leiserson efforts at me- 
diation have been futile during 
the past week because Dr. Leis- 
erson left Cleveland as soon as 
he had drawn up his proposal 
and because he has stood firm- 
ly on his original proposition 
without meeting again with the 
union or oil company commit- 
tees to try to iron out the re- 
maining differences. Telegrams 
have been exchanged but that is 
all. 

In reply to the original tele- 
gram of the oil companies ex- 
plaining that they could not 
agree to the proposal and ask- 
ing for clarification, Dr. Leiser- 
son replied that his proposal did 
not set up a closed shop. He 
stated, however, that the gov- 
ernment had no authority to re- 


quire the setting up of a bar- 
gaining committee which would 
give minority groups represen- 
tation according to their mem- 
bership. 

There is no evidence that 
Service Station Union No. 18,- 
378 agrees with the Leiserson 
clarification with reference to 
the closed shop. In fact it has 
become evident at meetings ar- 
ranged by Mayor Davis during 
the past week that the union 
stands on the original proposal 
and does not accept the inter- 
pretation made to the oil com- 
panies. 


IRST concrete evidence of the 

division of allegiance among 
Cleveland oil company em- 
ployes was published today 
when Fred Keightly, U. S. De- 
partment of Labor conciliator, 
announced results of the elec- 
tion on union preference con- 
ducted by him as a result of the 
truce agreement between the 
companies and the truck drtv- 
ers’ union. 

Out of 313 men polled by 
Mr. Keightly, 151 favored the 
union, 120 favored company 
unions, 40 favored some other 
agency and two votes were de- 
clared void. 

In three companies the com- 
pany union had a majority. 
Standard Oil Co. of Ohio men 
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voted 89 for the Sohio Council 
and two for the truck drivers’ 
union. Pocahontas Oil Corp. 
men voted 12 for the company 
union and four for the truck 
drivers’ union. Texas Distrib- 
uting Co. voted seven and 6 re- 
spectively. 

Commercial Oil Co. has no 
company union, but the ten 
drivers of that company voted 
against the truck drivers’ union 
and asked to be represented by 
a committee of their own selec- 
tion in any collective bargain- 
ing. Following is the result of 
the poll in detail: 

In favor of 
Drivers Co. Other 


Company Union Union Ag’cy Void 


PL 6 2 
Cantield ...., 26 7 
Cities Service... 18 8 
Columbia ...... y 5 ios 1 
Commercial .... .... aa 10 
| er. 33 ] = 
Natl. Refg. ...... 11 = 7 gone 
Pohahontas.... 4 12 sees 1 
SSTIGIE: ccnistecovcenses & 
SENCIAIT cocceccssices 14 6 
Standard _........ 2 89 
fc). oe 6 7 
VECUUM icisssses 14 6 

Totals (313) 151 120 40 2 


Taking the result of the poll 
it is clear that the truck drivers’ 
union does not have a majority 
of all employes, although it is 
the largest single union. If the 
Leiserson proposal were to be 
followed and no members of the 
Sohio Council, for example, 
were to be permitted to have 
a voice in bargaining, the rep- 
resentatives of two Standard 
men would act for 89 not in sym- 
pathy with the union. 

If the proportional represen- 
tation plan were to be followed 
the A. F. of L. union would be 
in the minority. 

This situation is clearly 
brought to the fore by a tele- 
gram sent May 5 to Dr. Leiser- 
son by the Sohio Council, in 
which the Council points out 
that only by proportional rep- 
resentation would equity be pos- 
sible. In the case of the Stand- 
ard, the A. F. of L. union minor- 
ity would have no voice at all 
without the Roosevelt principle 
being adopted. 

Following is the Sohio Coun- 
cil telegram to which no reply 
has been received as yet: 

“You stated to us orally that if our 
Sohio Council represented 77% _ of 
Standard Oil employes—-this can be 
verified by election under 1. S. super- 
vision—our company should _ settle 
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differences that may exist, through the 
Sohio Council and the minority group 
represented by Service Station Oper- 
ators’ Union No. 18,378 should abide 
by such settlement. Will you please 
confirm this statement in writing, by 
telegram collect or by published state- 
ment? 

“On this basis, as we understand 
your oral statement to us, Service Sta- 
tion Operators’ Union No, 18,378 
would be ignored, Is this not correct? 
It seems to us from the position tak- 
en by our employer when it says it 
wants to deal with the representatives 
of all its employes through the Sohio 
Council, the union or otherwise on a 
proportionate basis, that as far as 
Standard Oil Co. of Ohio is concerned, 
it would be to the advantage of Serv- 
ice Station Union No, 18,378 to take 
the same position. Do you not agree 
with this? 
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Leiserson Proposal 


OLLOWING is the text of the 
© cenaein of Dr. W. M. Leiserson, 
chairman of the Petroleum Labor 
Policy Board, for settling the 
Cleveland station strike. It was 
accepted by the union but not by 
the oil companies: 

1——The strike is to be called dif 
immediately. 

2——_All strikers will be taken 
back to work without discrimina- 
tion. 

3 Immediately after resump- 
tion of work, each company will 
begin negotiations with the repre- 
sentatives of employes who are 
members of the union and con- 
tinue the negotiations until a mu- 
tually satisfactory agreement is 
reached covering terms and con- 
ditions of employment, 

1--In cases where a _ dispute 
arises as to whether employes have 
chosen the union as their accredit- 
ed representatives, such dispute : 
shall be settled by an election to 
be conducted by the Department of 
Labor. 

D If negotiations are not con- 
cluded to a satisfactory agreement 
within fourteen days after resump- 
tion of work, unless extended by 
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mutual consent, all questions in 
dispute shall be referred to a board 
of arbitration equally representa- 
tive of both parties with an im- 
partial chairman mutually agreed 
upon. In the event of failure to 
agree upon a chairman with- 
in three days such chairman shall 
be appointed by the petroleum 
labor policy board, 

6—-Agreements resulting from 
negotiations and any arbitration 
awards will be retroactive to the 
time that employes returned to 
work. 
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“This position would give Service 
Station Union No. 18,378 some repre- 
sentation, whereas they would not be 
entitled to any if majority rule pre- 
vailed. Is this not correct? 

“It seems to us that the misunder- 
standing now existing between the oil 
companies and Service Station Oper- 
ators’ Union No. 18,378 would be defi- 
nitely cleared up if you would spe- 
cifically state to our employer and to 
the Service Station Union No. 18,378 
the following: that if our employer 
is willing to deal with us as repre- 
sentatives of a great majority of its 
employes and also with Service Sta- 
tion Union No, 18,378 as representa- 
tives of a minority group of its em- 
ployes it should do so, This would 
be to the advantage of Service Sta- 
tion Union No. 18,378. Would you 
be willing to recommend to Service 
Station Operators’ Union No. 18,378 
that it ought either to immediately 
express openly its willingness to talk 
over any differences with our employ- 
er along the lines of proportional rep- 
resentation or else state openly that, 
as far as our own employer is con- 
cerned, the Union has no quarrel with 
the Standard Oil Co. of Ohio and that 
it feels our employer should deal only 
with the Sohio Council. 

“We would very much appreciate 
your reply by telegram collect and 
hope our suggestions may be helpful. 
What is needed immediately is con- 
ciliation and not arbitration.” 

Public sympathy in Cleveland 
appeared to be on the side of 
the oil companies prior to the 
time that the Leiserson pro- 
posal was turned down by the 
committee of representatives of 
oil companies. Since that time 
the newspapers, professing to 
believe that the oil companies 
have refused a fair proposal, 
have been demanding in editor- 
ials that the oil companies 
agree to the compromise. 

Under an editorial headed 
“Sign!” the Cleveland Press 
said that the oil companies now 
were in the position of being ag- 
gressors in the strike and that 
their failure to sign after the 
Leiserson explanation was 
“pure smoke screen.’’ 

The newspaper editorial writ- 
ers apparently did not sense the 
fact that the Leiserson proposal 
made no provision for propor- 
tional representation. The Plain 
Dealer editorial writer said: 
“With this explanation and un- 
derstanding the stage would 
seem to be set for a settlement 
along the general line of that 
reached in the motor car indus- 
wr.” 

The Sohio Council has con- 

(Continued on page 14) 
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THE EDITORS’ VIEWPOINT 








One Good Point in “Mary in Wonderland” Report 


By Warren C. Platt, Editor 


HERE is actually some good for the oil in- 

dustry in the recent statement of the Con- 
sumers’ Advisory Board at Washington to the 
NRA and the Petroleum Administrative Board. 
Because of that little good, one might well calli 
the statement “Mary in Wonderland” after Mrs. 
Mary Harriman Rumsey, wealthy socialite chair- 
man, of whom Clarence Darrow, chairman of 
Gen. Johnson’s advisory board, asked: ‘‘What 
does she know about the poor?”’ 

The good in the report lies in the definite 
recommendation of the Consumers’ Board that 
when regulations and plans of operations for the 
oil industry are drawn up by the government, 
they should tend toward reducing the number 
of retail outlets, should bring about fewer small 
stations and more big stations, which could oper- 
ate profitably on smaller margins and thus pro- 
tect the industry and supply the consumer with 
products at lower costs. 

In discussing marketing margins the Con- 
sumers Board suggests a differential in favor of 
trackside and unbranded goods stations but not, 
however, “‘so large that a greater proportion of 
the total retail gasoline business will be thrown 
to distributors of the trackside station than they 
are equipped to handle on a permanent basis.” 
The statement goes on: This type of station is 
not adapted to supply the whole demand of con- 
sumers, and in spite of the desirability of 
achieving all legitimate economies of distribu- 
tion, care should be taken in the long-run in- 
terests of the independent distributor and the 
consumer to prevent demoralization of what is 
obviously a delicate and fragile marketing struc- 
ture. A long series of price wars might alto- 
gether wipe out the independent distributors, 
and the integrated company, with its superior 
financial reserves? (Editor’s question mark) 
might emerge in complete possession of the 
market.” 

The Consumers’ Board criticizes the Oil Pool 
and Marketing Agreements as containing no pro- 
vision to prevent ‘“‘the uneconomic expansion of 
retail outlets.”” The Board suggests a licensing 
of retail outlets. 

To the extent that the Board harps on fewer 
and more profitable outlets it is doing the indus- 
try areal service. This is a delicate subject for 
the industry to discuss as it has to do business 
with many thousand of such outlets, each com- 
pany competing with all other companies. The 
Consumers Board, if it sticks to that point in an 
intelligent and aggressive fashion, should be 
able materially to offset the political influence 
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of these dealers and the cries of destroying com- 
petition and increasing unemployment. 

However, when the Consumers’ Board leaves 
this point it gets lost in all the grotesque wan- 
derings of ‘“‘Alice in Wonderland.” The Board 
is Opposed to the industry’s and the govern- 
ment’s idea of conserving crude oil by reducing 
its output to market demand, according to what 
it says, because ‘“‘thus, to the extent that it is 
made effective it takes more from the consumer 
than it gives the wage earner.’ That is a decid- 
edly debatable statement to start with and any- 
way does the Consumers’ Board believe that 
people can produce crude oil at a loss forever? 

The Board says that the present method pro- 
vided by the Code for conservation “is inade- 
quate from the point of view of a long-time con- 
servation program, for it fails to stimulate the 
operation of pools on the most scientific and 
least wasteful basis.’’ To which the industry 
can well reply that, if the Consumers’ Board 
thinks it can devise better methods and get them 
in effect, with all the statute and court law there 
is in this country, any quicker than the oil in- 
dustry, let it hop to it. Only it should pay the 
bills and produce results. 

For the rest of the statement, the Board wades 
in pretty deep, considerably over its head. If 
it will get back to shore and stick to the task of 
narrowing the dealer’s margin and getting us 
profitable outlets, preferably without federal 
licensing, more power to it. 


““Fudging” on the Oil Code 


HERE is too much “‘fudging” going on in re- 

gard to the oil code, even by the best of com- 
panies. 

The latest wrinkle is giving a 4-cent margin 
to otherwise commercial consumers, because 
they resell 85 per cent of their gasoline pur- 
chases to their employes which, under the code, 
makes them resellers instead of consumers. 
Cases are reported where grocers, butchers and 
so on with only one truck get the benefit of this 
low price because their employes, and presum- 
ably their friends, buy from them. One marketer 
reports that he has a customer with 14 trucks 
but only enough employes to man them, so he 
has to pay 2 cents more a gallon than does the 
grocer with one truck. 

The presidents of all companies should take 
about a week a month off and see that their 
smart employes are making a real effort to live 
up to the code. 
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Cleveland Strike 


(Continued from page 12) 


sistently sought to place its com- 
pany in a favorable light before 
the public. In a statement May 
2 the Council said it had offered 
proof to the mayor that 77% 
of Standard employes were will- 
ing and ready to work if permit- 
ted by the A. F. of L. union and 
that they had no quarrel with 
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their company. The following 
reasons were given as to why 
they prefer to belong to the 
company union: 

‘1. Because of our higher 
wage scale. 

a Ae Because of our vacation 
plan. 

“2 Because of our Em- 


ployes’ Mutual Benefit Associa- 
tion. 

4. Because of 
tirement plan. 

“5. Because of 
Insurance Plan. 

“6. Because gasoline short- 
age is paid by the Standard Oil 
Co. 

“7. Because we 
Sohio Council plan 
tive bargaining.’’ 

In a second statement issued 
May 8 the Sohio Council reit- 
erated reasons why Standard 
men are not. striking, con- 
demned the union for acts of 
violence. . 

Dr. Leiserson’s telegram of 
clarification sent to the oil com- 
panies May 2, which has not 
been accepted by the union and 
still is unacceptable to the oil 
companies follows: 

‘Answering telegram 


the Sohio Re- 


the Sohio 


have” the 
for collec- 


your and in 


the interest of speedy settlement of 
the unnecessary controversy, I] am 
glad to elarify Paragraph 3 of com- 


promise proposal by stating what was 
repeated many times in our joint con- 
that this paragraph means 
each company will negotiate with un- 
ion representatives only for such em- 


ferences, 


represents. 
plain 
free to 


ployes as the union 

“This wording 
other employes 
other 
themselves if 
there is no authority 
government or in the 
foree all 
sentatives or to 


that 


choose 


makes 
are 
representatives or to represent 
But 
either in the 


comipanies to 


they so desire 


choose 


the 


employes to repre- 
rep- 
resentatives of different organiza- 
tions to join together against their 
will in a new council or other organi- 
zation on the proportional 
representation, as em- 
ployers’ proposal 

“This is like forcing closed shop on 
employes, and | to make plain 
that neither union men nor employers 


force chosen 


basis of 


suggested in 
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board of arbitra- 


members of a 
tion have authority to enforce closed 
shop. 


nor 


“Intent of compromise proposal is 
to leave employes free to deal with 
the management in any way they pre- 
fer without interference by other rep- 
resentatives or by employers. If 
they want to meet separately with 
management this is their privilege. 
If they want to meet together they 
may do so, but no one is authorized 
to foree them 

“You may consider 
terpretation of 
as intended by 


together, 

this official in- 
compromise proposal 
but of 
course your committee and union com- 
mittee are free jointly and by mutual 
consent to make any changes or mod- 
ifications 


proponents, 


both can agree upon.” 
AY 7 Dr. Leiserson again 
wired the oil companies 


asking, in effect, why they have 
not agreed to his proposal after 
the clarification. The following 
reply was sent to him by W. E. 
Minshall of Pocahontas Oil 
Corp., chairman of the oil com- 
pany committee: 
“Answering your wire May 7 regard 
ing your compromise proposal, 
‘Paragraphs 1 and 2 of 
posal are acceptable verbatim, (These 
provided for the end of the strike 
return to work of the strikers.) 
“Paragraphs 3 and 4 of your com- 
promise proposal would be acceptable 
provided we interpreted correctly your 
clarification wire of May 2 to mean 
that when the men go back to work an 
election will be held immediately at 
company to determine rata 
representation of a bargaining com- 
mittee for company. Negotia- 
tions shall be immediately carried on 
manner to be mutually 


said pro- 


and 


each pro 


each 
in a agreed 
upon, 
“Each of 
and 
ion 


the employers is willing 
to negotiate with the un- 
for each of his employes as have 
the union to them. 
However, many employes have chosen 
representatives other 
Station Union 18,378 
the right to representation are 
entitled to the their 
employers. Employes of certain com 
panies have so asked 
sentation. 

“While there is no authority in law 
to compel collective bargaining there 
is correspondingly no authority in law 
to exclude any 


desires 


chosen represent 


than Service 


who also have 
and 
consideration of 
such 


for repre 


duly accredited repre- 
sentatives who may desire to be pres- 
ent at collective bargaining, If you 
would specifically clear up these mat- 
ters the method of 
Service Station 


procedure between 


Union 18,378 and the 


employers could then be worked out, 
as has been demonstrated in Akron 
with both the service station union 
and tank truck drivers’ union. 

“As to Paragraph 5 in your com- 


promise proposal our position is this: 


“We cannot accept your compul- 
sory arbitration provision as a means 
of final settlement of questions which 
may be left in dispute after fourteen 
days’ negotiation because: First, this 
proposal is directly contrary to and in 
effect violative of collective bargain- 
ing between employers and employes, 
as provided for in Section 7 A and B 
of NIRA; second, it would give one 
single arbitrator, namely the neutral 
party, the power to impose his find- 
ings without regard to prior negotia- 
tions, 

“Tneidentally for 
the Ohio Arbitration 
148-1 General Code of Ohio states 
in part as follows: ‘The provisions 
of this act shall not apply to collective 
or individual contracts between em- 
ployers and employes in respect to 
terms or conditions of employment.’ 
This we believe makes unenforceable 
a contract to arbitrate terms or condi- 
tions of employment, 

“Your desire and our desire is of 
course to conclude this strike as 
quickly as possible and return the 
men to work and negotiate with the 
employes about wages and working 
conditions. 

“We are hopeful that both you and 
Service Station Union 18,378 will see 
the correctness of our position. Our 
recent meetings with the union offi- 
cials develop that they will not agree 
to any interpretation or prior discus- 
sions of your proposal which they ac- 
cepted, 

“We absolute clarification 
of the proposal before any negotia- 
tions begin so as to avoid any further 
complications and possibilities of ac- 
cusations of insincerity. 

“In view of our position on Para- 
graph 5 the condition of arbitration 
should be eliminated from Paragraph 
b, 


your information 
Act Section 12,- 


ask for 


Following is the text of Dr. 
Leiserson’s reply to the _ tele- 


gram from Mr. Minshall sent 
from Washington May 8 in 
which he suggests that com- 


panies negotiate separately with 
striking employes: 


“Answering telegram, am sorry 
you will not accept compromise pro- 
posal that Mayor Davis, Mr. Keightly 
and [| agree is fair and just to all con- 
cerned, | have made plain that every 
employe and every group of employes 
is free to deal with and bargin with 
their employers separately and _ dis- 
tinct from any bargaining employers 
may do union employes, I can see 
neither law nor justice in your at- 
tempt to force all the different groups 
of employes into one bargaining or- 
xanization, 

“The law guarantees the right of 
self organization to employes and that 
is why I had to tell union that they 
can represent their members only and 
all nonunion members must be free 
to negotiate with their employers in 
their own way. I cannot understand 
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why you insist that all groups must 
negotiate together at the same time 
when you saw yourself that you had 
to separate your negotiations with 
truck drivers from station employes. 

“To force all representatives into 
one bargaining organization is to fore 
closed shop on employes and I do not 
think an employers closed shop is any 
more just than a union closed shop. 
That is why our compromise elimin- 
ates both, In view of your absolute 
refusal to embody the results of your 
negotiations into any kind of written 
agreement arbitration seems the only 
fair way to insure justice to all 
parties. Cleveland's Street Railway 
dispute was settled by arbitration, 
why not yours? 

“Back of whole dispute are the 
low wages which everybody agrees 
need to be raised. An _ arbitration 
board is best agency to decide fair 
wages. Our proposal was merely a 
suggestion in view of your inabilit 
to conciliate your differences with 
vour striking employes. 

“Only suggestion I can make now 
is for your employers organization to 
release each company so that it may 
be free to call in representatives of 
its own striking employes and settle 
its own dispute by mutual give and 
take.”’ 


During the past week Cleve- 
land motorists have been obtain- 
ing gasoline without difficulty, 
most of the time through inde 
pendent dealer stations. May 5 
the unions began a campaign of 
trying to inconvenience the pub- 
lic by making gasoline harder to 
get. Many independents were 
closed up Saturday by union 
pickets and were allowed to re- 
open Sunday providing only on» 
pump was used to dispense gaso- 
line and providing only the own- 
er worked. Regular inspection 
was maintained to see that the 
rule was carried out. This 
caused drivers to wait in line at 
most stations for fuel. 

Saturday night an agreement 
was reached with the Independ- 
ent Oil Dealers Association to 
close down all stations in the 
county at midnight May 7. The 
independents agreed to. shunt 
down if all would close in an 
effort to force an early settle- 
ment. 

Phil Hannah, secretary of the 
union, said he regretted that it 
was necessary to inconvenience 
the public but said that the town 
had to be dried up. It was pre- 
dicted that the strike could be 
settled in 24 hours in a dry 
town. 

Arrangements were made to 
give emergency service to doc- 
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tors, food industries, etc. 

A. E. Frindt of White Fire 
Gasoline Stations, an independ- 
ent asked Mayor Davis for po- 
lice protection and said his sta- 
tions would open. This inde- 
pencent had signed up with the 


union a week previously. <An- 
other independent who had 
signed with the union decided to 
close. Mayor Davis announced 
the city would try to give pro- 
tection to any operator desiring 
to open. 


Plan is Only to Settle Differences 
With Union, Leiserson Says 


WASHINGTON, May 7 
XPLAINING his compromise 
i plan for settlement of the 
Cleveland service station 
men’s strike, Dr. Leiserson to- 
day said that the plan is for a 
settlement between the _ strik- 
ers and employers only. He 
said that employes who are not 
members of the union are not 
involved. 

Referring to the fact that 
employers had criticized his 
plan because it makes no pro- 
vision for other groups’ Dr. 
Leiserson said: 

“By the same reasoning the 
employers’ plan could be crit- 
icized because it makes no pro- 
vision for the employe who 


Ickes Plans to Attend 


Tulsa Exposition 


CLEVELAND, May 8.—0Oil 
Administrator Ickes, at Wash- 
ington, today announced his 
plan to visit the International 
Petroleum Exposition in Tulsa 
next week. He will deliver an 
address, in connection with the 
exposition, May 17. 

At Tulsa it was announced 
that Howard Bennette, Nation- 
al Coordinator under the new 
refinery provision of the code 
will talk at one of the sessions 
for marketers visiting the expo- 
sition, which have been sched- 
uled for May 18 and 19. C. E. 
Arnott, Socony-Vacuum Corp., 
member of the Planning and 
Coordination Committee at 
Washington; P. M. Miskell, 
Empire Oil & Refining Co., 
Tulsa, and others have been 
asked to talk before the meet- 
ing for marketers. 


does not wish to bargain col- 
lectively.”’ 

Commenting on the com- 
panies’ statement that they are 
merely applying President 
Roosevelt’s principles set forth 
in the Detroit automobile 
strike, Dr. Leiserson said: 

“The companies’ interpret 
the President’s automobile set- 
tlement as authority to them to 
force a new organization on the 
employes, which organization 
will be based on proportional 
representation. There is noth- 
ing in the President’s automo- 
bile settlement to authorize 
the companies to force such an 
arrangement on the employes 
against their will. 

“He expresses the hope that 
it might work out that way, 
meaning, of course, that if the 
employes wanted it they could 
have it. 

“But if the companies will 
torce this kind of an organiza- 
tion on the employes against 
their will it is, of course, the 
same kind of force that some 
unions try to use when they try 
to impose a closed shop on all 
employes. The Law does not 
permit the employers to en- 
force the closed shop any more 
than it permits the employes to 
do that.’ 

Regarding arbitration, Dr. 
Leiserson asserted that if the 
employers had expressed a will- 
ingness to sign an agreement 
embodying the results of the 
negotiations contemplated in 
the “peace plan” there would 
have been no need to insert the 
arbitration clause. 

He said that the ‘closed 
shop” issue could not be sub- 
mitted to arbitration under his 
plan because this portion of the 
union’s demands had been ruled 
out. 








Skelly Properties in Seminole 
Seized by Labor Union Mob 


By Teletype 
TULSA, May 8 

HE Seminole strike may be 
T moved into federal court. 

Skelly Oil Co. whose produc- 
ing properties and natural gaso- 
line plant in the Seminole dis- 
trict were shut down by what 
the company contends’ was 
force May 6, was reported to be 
considering application to the 
court for relief from the union 
crowd that now is in possession 
of those properties. 

It is maintaining guards who 
deny company executives and 
superintendents access to the of- 
fices, warehouses and plants. 

By telegram, President W. G. 
Skelly replied to Jack Grisso, 
who represents himself = as 
spokesman for the Skelly em- 
ployes and who had‘ said the 
strikers were ready to negotiate 
with the company on a three- 
point demand. Grisso gave no 
intimation of what the demands 
were. 

Company officials say that at 
no time, either directly or indi- 
rectly, were any demands nor 
had any word been received in 
any fashion until the Grisso 
telegram came in. No dissatis- 
faction had been voiced by any 
regular employee of the com- 
pany. 

The affair started when three 
men refused to accept their final 
pay for temporary work. About 
three months ago the company 
started to dismantle one of its 
two gasoline plants in the Earls- 
boro district because operations 
had declined to the point that 
one plant would serve its situ- 
ation. The half dozen perman- 
ent employes who had_ been 
working in the discontinued 
plant were transferred tempo- 
rarily to salvage work and were 
later to be moved elsewhere, as 
the company has under construc- 
tion a plant at Cunningham, 
Kans. and in the south Burbank 
field in Oklahoma. About 45 
additional men were employed 
for temporary work at salvaging 
the plant. Considerable mate- 
rial had been moved to the sites 
of the new plants. Further 
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movement has been _ forcibly 
stopped. 

Insofar as the temporary la- 
borers were concerned the job 

ras finished and they were be- 
ing paid off. The three who re- 
fused to take their pay went in- 
to Seminole and later returned 
in a crowd said to have num- 
bered from 75 to 100 men, 
Some of the mob were said to 
have been Sinclair-Prairie Oil 
Co. employes who are on strike. 
Others were just any body who 
happened to want to come along. 
None of the regular Skelly em- 
ployes were identified with the 
mob. 

The delegation called first on 
the superintendent of the gaso- 
line plant in the East Earlsboro 
district and ordered him to shut 
down the plant. He refused, 
whereupon three or four of the 
crowd turned off the fuel line 
and effected the shut-down. 
They then took the superintend- 
ent’s car keys and keys to the 
office, which they locked. lLeav- 
ing two guards they then moved 
to the production camp in the 
district and repeated the per- 
formance of locking the office, 
the superintendent’s car and the 
warehouse. 


MALLER groups’ proceeded 

to other Skelly leases in the 
general Seminole district, sev- 
eral of which are far removed 
from the Earlsboro field, and 
effected a complete shut-down. 
The company has 24 wells and 
about 2000 barrels daily pro- 
duction in the general district. 

A number of the men in the 
mob were said to be carrying 
pistols. A company clerk who 
had been in charge of movement 
of material from the old gaso- 
line plant was badly beaten by 
one of the guards. 

The telegram sent by Presi- 
dent Skelly to Grisso said: ‘‘We 
will not hold any negotiations 
until our plants and properties 
are released from present un- 
lawful trespass and our men are 
free from attempted intimida- 
tion in returning, if they desire, 
to normal work under regular 


authority of our superintend- 
ents. 


“At that time and in accord- 
ance with traditional company 
policy we will be glad to discuss 
with our employes or any of 
them or their accredited repre- 
sentatives, at any convenient 
time and place, any matters of 
mutual interest including work- 
ing conditions and we _ will 
make such decisions regarding 
any such matters discussed as 
may then seem right and proper 
in light of all facts. 

“Tt should not be hard for 
any employe to see that this is 
the correct way. Appeals to 
force such as were invoked 
against us yesterday are dam- 
aging to friendly relations and 
accomplish nothing construc- 
tive. 

“Skelly Oil Co. has had no 
controversy with its employes. 
No request by any employes for 
a conference was made to us 
before the unfortunate demon- 
stration yesterday in which, 
without notice, a band of out- 
siders forcibly shut down and 
took possession of our plants 
and properties and drove our 
men from their posts of duty.’’ 

The extent to which the prop- 
erties are held is indicated by 
the fact that company execu- 
tives who are in the field are 
not permitted to use the com- 
pany’s own telephone except in 
the presence of union guards. 

Whether any negotiations 
are in progress between the 
Sineclair-Prairie strikers and 
the company have not been in- 
dicated by either side. Possibil- 
itv of considerable trouble in 
the area is at hand, as grocers 
are reported to have been noti- 
fied by wholesale houses that 
their terms are cash within 10 
days and some grocers in Sem- 
inole are refusing to sell on 
credit to the strikers. 

A complete shutdown of pro- 
ducing properties and gasoline 
plants of the Sinclair Prairie 
Oil Co. in Seminole was effect- 
ed when 800 men quit work 
May 3. 

Other strikes in this region 
involved union rig builders in 
Kansas, largely confined to the 
central Kansas area, and rig 


builders in Oklahoma. They 
stopped work May 4 and 5. 


While reports were that about 
200 men were involved in the 
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Kansas area, it was not be- 


lieved the number ran that 
high. 

Several rig contractors in 
Kansas and Oklahoma _ con- 


tinued to operate and some 
were of the opinion none of 
their employes belonged to the 
union. 

The Sinclair Prairie com- 
pany had made no comment on 
its strike as the week ended. 
On the union side, Lon Code, 
machinist, who is chairman of 
the committee of the three 
unions represented in the 
strike, issued a statement as the 
strike started. He used the 
words “intimidation, discrimin- 
ation and deceit” in referring 
to the attitude of the company, 
said the employes could toler- 
ate the ‘alleged abuses’’ no 
longer. 

The Sinclair Prairie company 
shutdown affected about 15,000 
barrels daily production, exclu- 
sive of royalty and partnership 
production, and four natural 
gasoline plants. The company 
has 538 wells in the strike 
area, practically all of them 
produced by pumping and gas 


lift. The shutting down of 
gasoline plants also affected 
other companies. 

Principal demands include 


the closed shop, restoration of 
the 1929 wage scale and restor- 
ation to employment of 13 men 
allegedly discharged on April 
28. 

The cessation of work was 
conducted in orderly fashion, 
generally, although reports 
from the field were that some 
employes removed spark plugs 
from engines at pumping wells 
and that some tanks being run 
to pipeline were shut off. There 
was no other interference with 
pipeline operations. 

The Seminole district has 
been the principal area of agi- 
tation for months. 


Oil Probe Resolution Defeated 

WASHINGTON, May = 8.— 
The House today defeated, by 
voted of 179 to 134, the Bailey- 
Strong resolution calling for an 
investigation of quotas, prices 
and practices in the oil in- 
dustry since the adoption of the 
oil code. Opposition to the reso- 
lution was led by Oklahoma 
and California congressmen. A 
majority of the Texas delega- 
tion voted for it. 
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29 Large Companies Called Upon 


To Buy Surplus Gasoline 


By Teletype 
WASHINGTON, May 8 


N an effort to stabilize the 

gasoline market, the Plan- 

ning and Co-ordination Com- 
mittee today announced an 
emergency buying movement 
to provide proper outlets for 
gasoline in areas where there is 
at present a surplus. 


It called upon 29 of the larg- 
er oil companies, by name, to 
purchase not less than three 
per cent of their gasoline sold 
during May from other refining 
companies not included in the 
group. 

It was the plan of the com- 
mittee that the buying would 
be spread over the month, cen- 
tering in the areas where there 
is a surplus. 

It is unofficially anticipated 
that this buying movement, if 
earried out, will amount to in 
excess of 4000 cars. The names 
of the 29 companies which were 
called on to do the buying were 
not made public. 

Authorization for such a 
buying program is to be found 
in Sec. 6 of the new Art. IV, on 
refining, of the oil code. 

It is pointed out here that 
sufficient authority exists for 
the P & C Committee to sum- 
marily call a halt on any refin- 
ers who might take advantage 
of the buying movement to un- 
duly inerease their plant out- 
put. On April 27 the commit- 
tee issued an order to the effect 
that, pending the establish- 
ment of operating schedules 
and allocations under the new 
refining section of the code, the 
committee would make alloca- 
tions of refinery operations as 
it had been doing in the past. 

These allocations have been 
issued for May and it is point- 
ed out that, upon information 
they are being disregarded, 
the committee will invoke the 
emergency powers set forth in 
Sec. 7 of the new refining ar- 
ticle, which provides for estab- 
lishment of quotas in commerce 


for gasoline to be moved from 
any or all refineries. 


The text of the resolution on 
the emergency buying move- 
ment made public today reads: 

“‘Whereas, at all times, even 
when total supply and demand 
are apparently in balance, 
there are quantities of gasoline 
in various locations which do 
not readily find a proper mar- 
ket channel, and 

“Whereas, it is the belief of 
the Planning and Coordination 
Committee that, if certain 
established refining companies 
in the industry would under- 
take from time to time to sup- 
ply a small part of their sales 
from refineries other than their 
own, it would tend to relieve 
some of the local unbalance 
existing; 

“Therefore, 
makes the 
mendation; 

“1—That the companies list- 
ed below, including their sub- 
sidiary and_ affiliated com- 
panies, purchase and receive in 
the territories in which they 
operate, in a reasonably uni- 
form manner, during the month 
of May, gasoline manufactured 
by refining companies not. in- 
cluded in such list. in an 
amount not less than 3 per cent 
of the gasoline sold by these 
listed companies during the 
month of May, 1934. 

“2—-It is the intent and pur- 
pose of the request that an out- 
let shall be provided for gaso- 
line at those points where there 
is a surplus. Therefore, the in- 
dicated companies are urged to 
allocate purchases to make this 
purpose effective, insofar as 
their practical circumstances 
will permit. 

“3—That said companies be 
requested to report to the 
Planning and _ Co-ordination 
Committee at the end of May, 
cr as soon thereafter as pos- 
sible, the quantities of gasoline 
which they have purchased pur- 
suant to said request.” 


this committee 
following recom- 
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Texas Refinery Law is Upheld 


In Injunction Proceeding 


By Paul Wagner 
N. P.N. Staff Writer 


HOUSTON, May 5 
EGULATIONS governing 
R petroleum’ refining under 
the new Texas statute were 
upheld by Federal Judge Ran- 
dolph Bryant, of Sherman, in a 
decision May 3 in the Arrow 
Producing & Refining Co.’s at- 
tack against the Texas Railroad 
Commission. 

Judge Bryant denied the Ar- 
row company’s application for 
an injunction against the or- 
ders of the commission requir- 
ing reports on plant operations 
in East Texas. 

Orders attacked by the Ar- 
row company provided that no 
crude oil produced in the East 
Texas field should be delivered 
to refining plants unless the 
shipper had first obtained a 
legal tender from the railroad 
commission, and that refiners 
should file verified daily reports 
showing quantities of crude pe- 
troleum purchased and _ its 
source. 

Involved in the attack on the 
statute was the right of agents 
of the commission to go ona 
company’s property to make in- 
vestigations of oil handled by 
it. 

At New Orleans, a few days 
earlier, judges of the U.S. Fifth 
Court of Appeals heard argu- 
ments in the government’s at- 
tack on an injunction issued 
several months ago by Judge 
Bryant, which restrained agents 
of the Washington administra- 
tion from enforcement of the 
national petroleum code in 
East Texas. The injunction had 
been stayed by the New Orleans 
court, pending hearing of the 
appeal. 

The New Orleans hearing is 
on the case in which Judge Bry- 
ant several months ago held in- 
valid, as related to intrastate 
commerce, code regulations at- 
tempting to pace federal agents 
in the field to check production 
and certain provisions of the 
National Industrial Recovery 
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Act, on which these regulations 
were based. Involved in the case 
are the Amazon Petroleum 
Corp., a producing organization 
operating in East Texas, and 
the Panama Refining Co. Simi- 
lar issues, involving the same 
defendants are before the U. S. 
Supreme Court. 

Official figures of the Texas 
Railroad Commission reveal 
that ‘‘hot oil’ production in 
East Texas was cut from 84,279 
barrels, as of April 2, 1934, to 
25,939 barrels, as of May 1, a 
total reduction of 58,340 barrels 
daily since R. D. Parker took 
charge of the commission’s pro- 
ration enforcement program. 
2arker this week, however, an- 
nounced that figures on ‘hot 
oil’? production would not be 
made public hereafter. 

Opposition grows in Texas to 
the Ickes oil control bill which 
would turn much of the petro- 
leum code into federal law. 
Chairman Lon A. Smith, of the 
railroad commission, has joined 
in protests against federal 
legislation by telegraphing va- 
rious agencies at Washington, 
supporting similar attacks made 
in person by Commissioner 
Ernest O. Thompson. 

Carl Estes, Tyler editor and 
active in the East Texas Cham- 
ber of Commerce oil and gas 
committee, wired all Texas 
members of Congress that the 
oil control bill, as now written, 
is neither satisfactory nor de- 
sirable. East Texans recently 
favored federal regulation as 
an alternative to the break- 
down in state enforcement by 
the Texas Railroad Commission 
prior to last April. 

Declaring general purposes 
of the Thomas bill good, Estes 
said it should have certain 
amendments before passage. 

“First, the bill should be 
changed so that it will not be 
subject to the construction, im- 
plied or expressed, that the oil 
industry is a public utility; and 


all references bearing this im- 
plication should be eliminated,” 
he said. 

“Second, the bill as now 
written gives federal control as 
to the allocating between pools 
in Texas and this should be left 
to our own state authorities, ex- 
cept in instances where state 
production exceeds the state 
quota. In this event the federal 
government should have power 
to supervise allocation as be- 
tween pools in the state to pre- 
vent overproduction. 

“Third, this measure should 
be temporarily an emergency 
measure and should have a de- 
finite time limit to remain on 
the statute book, being de- 
pendent upon certain circum- 
stances, such as when demand 
exceeds supply and so forth.’ 


Oil Field Minimum Wages 


Retroactive to Sept. 2 


(By Teletype) 

WASHINGTON May 8—Min- 
imum wage rates recently es- 
tablished for drillers and help- 
ers employed by oil companies 
and oil operators were made 
retroactive to Sept. 2 1933 in 
an order announced today by 
Administrator Ickes. 

Employes of drilling contrac- 
tors who were not formally 
brought within the terms of the 
oil code until Dec. 21, 1933, will 
share in the retroactive benefits 
to Dec. 21, it was said. 

On March 20, Ickes approved 
the minima for drilling em- 
ployes, which follow: Rotary 
tools, drillers, $1.25 an hour; 
helpers, 75 cents an hour; cable 
tools, drillers, $1 an hour; help- 
ers 87.5 cents an hour. 

The administrator stipulated 
in approving the minima, that 
wage rates exceeding the mini- 
ma should not be reduced. 


Water Carrier Hearing Post- 
poned 


WASHINGTON, May 7.— 
Public hearing on the proposed 
code for the inland water petro- 
leum carrier trade has been 
postponed until May 25. It then 
will be held at Room 530, In- 
vestment Bldg., Washington. 
The hearing was to have beeu 
held on March 12 but was post- 
poned first to May 10 and now 
to May 25. 
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Ickes Charges ‘Hot Oil’ Operators 
Seek Defeat of Control Bill 


By A. M. Petty 
N. PLN. Staff Writer 


WASHINGTON, May 5 


HARGES that ‘hot oil” 
operators of Texas are 


backing a publicity cam- 
paign to defeat the new federal 
petroleum bill, introduced in 
the Senate this week by Senator 
Thomas, Okla., were hurled to- 
day by Administrator Ickes. 

Meanwhile, the Planning and 
Co-ordination Committee issued 
a formal statement calling upon 
the stable elements of the in- 
dustry to rally to the support of 
the “principle’’ of the proposed 
legislation. 

Speedy enactment of the 
Thomas Bill was urged by the 
Independent Petroleum Asso- 
ciation of American in a state- 
ment pointing out that the mea- 
sure embraces’ policies on 
crude production control, im- 
ports and withdrawals from 
storage for which the independ- 
ents have long contended. 

Indications are that a revised 
draft of the bill, retaining the 
principle but simplifying the 
language and making certain 
exemptions in favor of states 
with oil regulatory bodies, will 
be introduced in the House next 
week. 

The federal oil administra- 
tion is seeking to have Con- 
gressman Sam Rayburn, Texas, 
chairman of the House Inter- 
state Commerce Committee, 
sponsor the bill in the House. 
This would stamp the bill as an 
Administration measure in the 
eyes of many non-oil congress- 
men. 

Representatives of certain 
Sast Texas producers are gath- 
ering here to wage a “‘last 
ditch” fight against the bill. 

Congressman Joseph W. 
Bailey, Texas, who is opposed 
in principle to any federal con- 
trol of the oil industry within a 
state, is likely to lead the oppo- 
sition. Mr. Bailey believes that 
the oil industry will become a 
‘political football’ if Congress 
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is permitted to take control 
away from the oil states and 
put it in the hands of a govern- 
ment board at Washington. 

Pointing out that congress- 
men from non-oil states, inter- 
ested in pleasing the consumer, 
are in the majority, Mr. Bailey 
warns: “If this drastic step is 
taken, it will be only a question 
of time before politicians wil] 
be running for Congress on the 
platform of cheaper gasoline.’’ 

Col. E. O. Thompson, Texas 
railroad commissioner, has left 
for home after bitterly de- 
nouncing the oil bill and at- 
tempting to line up Texas con- 
sressmen against it. 

The changes which the Pe- 
troleum Administrative Board 
is understood to have agreed, to 
however, will go a long way 
toward winning support of most 
of the Texas delegation. 

One probable change is a pro- 
vision that powers of the Secre- 
tary of the Interior to make al- 
locations for fields, pools and 
wells within a state will be only 
exercised in states where there 
is no regulatory body or in 
states which do not keep their 
total production within the fig- 
ure established by the federal 
agency. 

Another, is that the Secre- 
tary may adopt the state pro- 
duction quotas for fields, pools 
and wells so long as the aggre- 
gate does not exceed the fed- 
eral allowable for the state. 
This would permit joint en- 
forcement. 

These changes are not re- 
garded as serious. In fact, the 
understanding was that these 
policies would be followed any- 
way. However, if their expres- 
sion in the bill will win addition- 
al support, the PAB is repre- 
sented as willing to agree. 

In a word, the changes will 
make the set-up much the same 
as the production control fea- 
tures of the oil code, except that 


it is permanent and the secre- 
tary will have the power to in- 
voke quotas in commerce under 
certain conditions. 

Senator Tom Connally, Texas, 
who declined to sponsor the bill 
as drafted by the PAB, will like- 
ly introduce in the Senate 
amendments covering these 
points. If adopted, he will prob- 
ably support the measure. 

Explaining why state control 
and enforcement have proved 
insufficient from a national 
standpoint, the P. & C. Commit- 
tee issued a statement declar- 
ing that some kind of federal 
control is essential. 

While retaining the funda- 
mental principle (quotas in 
commerce) of the bill suggest- 
ed by the committee on March 
26, the statement continued, the 
Thomas Bill goes somewhat be- 
yond it. Points of difference 
have been discussed with the 
PAB and the board will agree 
to the necessary changes which 
can be made in committee, it 
Was said. 


41 CERTAIN minority ele- 
ment in the’ industry, 
which heretofore has opposed 
the Code and all efforts to curb 
‘hot oil’, the Committee’s 
statement concluded, “is now 
besieging Washington with 
telegrams and importuning 
Congressmen to oppose the bill. 
Of course, there may be others 
who do not favor the measure. 
We hope the stable elements in 
the industry will rally to the 
support of the principle.” 


Complete text of the Ickes 
statement follows: 


“Only a small minority of oil 
operators in East Texas are re- 
sponsible for the campaign of 
publicity designed to halt pass- 
age of the pending oil Dill. 
Other Texas operators have as- 
sured me that the oil industry 
and Texas business interests 
are strongly opposed to Texas 
being allowed an _ additional 
200,000 barrels of oil produc- 
tion a day. 


“The agitation against the 
bill comes solely from those 
who would make money them- 
selves if a greater production is 
permitted the East Texas field, 
and they are using every effort 
to bring this about, utterly 
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oblivious of the fact that the 
rest of the huge oil industry of 
the country would be thrown 
completely out of balance, and 
that the chaotic conditions of a 
year ago would be brought back 
immediately. 

“Evidently it has become 
necessary to point out that the 
publicity campaign against the 
oil bill is backed and financed 
bv the ‘hot oil’ crowd of Texas. 
They are, regardless of the con- 
sequences to others and to the 
entire oil industry, fighting 
against legislation which would 
put an end to their thieving of 
their neighbors’ oil from the 
common pool tapped by their 
wells. 

“Our program of balancing 
production with consumption 
has brought oil prices to a liv- 
ing level and resulted in the 
reemployment of thousands of 
workers. All of this would be 
sacrificed to the selfish greed of 
this small group of Texas oper- 
ators if they were allowed to 
have their way.” 


Stop East Texas “Hot Oil” 
Theme of Tyler Meeting 


(By Telegraph) 

HOUSTON, May 7—Oil men 
and royalty owners are assem- 
bling at Tyler, for a meeting 
May 8&8, under the sponsorship 
of the East Texas Chamber of 
Commerce and the Texas Petro- 
leum Council. Here they are 
scheduled to have their answer 
to their ultimatum of a few 
weeks ago to state agencies en- 
forcing oil control regulations 
in the East Texas field. 

Progress on the fight to stop 
the flow of ‘Shot oil’’ was to be 
reviewed and plans made for 
any future course of action. 
The present effort of the state 
administrative agencies admit- 
tedly has borne fruit without, 
however, eliminating the prac- 
tices complained against. 

The East Texas chamber was 
expected to pass resolutions in 
line with a wire sent Ernest O. 
Thompson, member of the Texas 
Railroad Commission at Wash- 
ington, May 6, by Chairman 
C. A. Loftis, of the chamber’s 
oil committee, urging Thomp- 
son to return to Texas imme- 
diately and support the Ickes 
federal oil control bill instead 
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of fighting it, 
now doing. 
The Tyler meeting also is giv- 
ing attention to the railroad 
commission’s new spacing rule 
permitting equidistant locations 
in East Texas, which would have 
the effect eventually of permit- 
ting the 114,000-acre field to be 
drilled up on a five acres per 
well basis, instead of the pres- 
ent ten acres approximate basis. 
Carried to the final conclusion, 
the commission’s policy would 
cause the field to have some- 
thing in excess of 23,000 wells, 
as compared with the present 
13,444 completed wells. 


Directors of the Independent 
Petroleum Association of Tex- 
as, meeting at Houston, May 7, 
urged the Texas congressional 
delegation to defeat the pending 
federal oil control measure and 
named a committee which con- 
sists of J. R. Parton, Shreve- 
port, president of the associa- 
tion and head of the Woodley 
Petroleum Co.; Jack Blaylock, 
Marshall, Texas, lawyer, and 
Bailey W. Hardy, of Brecken- 
ridge, executive vice president 
of the association. 


as Thompson is 


Ohio Marketers Set Fall Meeting 


COLUMBUS, O., May 3.—The 
annual fall conference of the 
Ohio Petroleum Marketers Asso- 
ciation, Inc., will be held at the 
Deshler-Wallick Hotel. Colum- 
bus, Sept. 26 and 27, according 
to Robert A. Warfel, executive 
secretary. 


W. F. Lowe New Natural 


Gasoline Secretary 


TULSA, May 5.—William F. 
Lowe, since 1929 a member of 
the editorial staff of NATIONAL 
PETROLEUM NEws, May 4 was 
elected secretary-treasurer of 
the Natural Gasoline Associa- 
tion of America. He entered at 
once upon his new duties. 


He succeeded Ray E. Miller, 
who resigned three weeks ago 
to become vice-president and 
sales manager of Hanlon-Buch- 
anan, Ine., natural’ gasoline 
manufacturer and marketer. 


Mr. Lowe is a graduate of the 
University of Michigan. Upon 
leaving school where he ma- 
jored in geology, he entered the 
employ of the Midwest Refining 
Co. in the Salt Creek field in 
Wyoming. In 1927 he was trans- 
ferred to the geological depart- 
ment of Midwest Exploration 
Co., at Amarillo, Texas and in 
1929 he joined the staff of Na- 
TIONAL PETROLEUM News, in 
Tulsa. Later he was. trans- 
ferred to its Cleveland office. A 
brother, Harvey J. Lowe, is 
manager of production for the 
Pure Oil Co. in Ohio, West Vir- 
ginia and Pennsylvania, with 
headquarters at Newark, O. 


U.S. Crude Stocks Drop 
628,000 Barrels 


WASHINGTON, May 3.— 
Stocks of foreign and domestic 
crude petroleum at the close of 
the week ending April 28 to- 
talled 340,718,000 barrels, a de- 
crease of 628,000 barrels” of 
stocks on hand at the end of the 
preceding week, according to a 
report today by 
Ickes. Domestic oils accounted 
for 421,000 barrels of the de- 
crease. 


Stock held by re- Change 
porting companies from 
Apr. 21 Apr. 28 Apr. 21 


Grade of Crude (Thousands of Barrels) 


Pennsylvania grade ... 4,758 4,837 + 79 
Other Appl., incl. Ky.... 1,293 1,322 + 29 
Lima-N. E. Ind.-Mich....... 1,613 1,603 - 10 
Illinois-S. W. Indiana...... 11,201 11,118 - 83 
IN. Ea. GE APE. cvcccciesessecss 11,134 11,106 - 28 
W. Tex. and S. E. N. Mex. 29,787 29,520 267 
ORG. SOSGR  cicstacisccsivoni 43,761 43,601 160 


Other Mid-Continent.. 157,701 157,791 +- 90 


MEOIE CORRE | cccscsssisssccenss 14,873 15,091 4-218 
Rocky Mountain .......... 27,437 27,489 + 52 
COMTOPAIB, « scsseisess. ae 34,327 33,986 —341 





Total domestic .... ..337,885 337,464 421 
Foreign crude ............ 3,461 3,254 207 





Total crude . ...841,346 340,718 628 


NATIONAL PETROLEUM NEWS 


Administrator 





as 


M. 


he 
on 
a- 
he 
ng 

in 
1S- 
rt- 
on 


TA- 
in 
1S- 


he 
ir- 
ith 


op 


stic 
: Of 
to- 
de- 

of 
the 


itor 
ted 
de- 





Sales Agency Set Up in New Draft 
Of California Stabilization Plan 


By Jack W/estsmith 
N. P. N. Staff Writer 


LOS ANGELES, May 4 

INAL, and practically unan- 

imous, agreement by Califor- 

nia refiners on the much- 
discussed gasoline stabilization 
plan was reported reached on 
May 1. 

All major companies, and all 
but four of approximately 30 
independent refiners and mar- 
keters operating in the state, 
were understood to have defi- 
nitely signed the compact. 

Less than one per cent of 
California’s monthly total tax- 
able gasoline gallonage and 
less than one half per cent of 
the total gallonage of the Paci- 
fic Coast marketing area was 
represented by the one refiner 
that, at last reports, had decid- 
ed to remain outside the com- 
pact. 

Strong hopes were. enter- 
tained by proponents of the 
plan that three of the non-sign- 
ers would be brought into line 
within the next few days. One 
of these companies, controlling 
about four million gallons of 
gasoline monthly, was _ repre- 
sented as awaiting only the 
formal approval of the plan by 
its attorneys. 

Details of the plan were with 
held pending its submission to 
administrator Ickes, at Wash- 
ington. However, it is known to 
provide for the organization by 
the major companies of an un- 
incorporated association to be 
known as the Pacific Coast Pe- 
troleum Agency. Through indi- 
vidual agreements with non- 
integrated refiners and market- 
ers, this agency would seek to 


stabilize and co-ordinate pro- 
duction, refining and market- 


ing in the entire Pacific Coast 
territory. 

,articulars regarding the set- 
up of the agency were not dis- 
closed and apparently that part 
of the plan was far from com- 
plete. Such outlines of its work 
as were available indicated it 
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would require considerable 
financial support and an exten- 
sive personnel including audi- 
tors, accountants, laboratory 
chemists, and marketing ex- 
perts, in addition to warehouse- 
men, truck drivers, inspectors, 
and so on. 

Because co-ordination of the 
various branches of the indus- 
try depends largely on the sta- 
bility of gasoline prices, an im- 
portant part of the agency’s 
work will be to attempt to keep 
the independent refiner’s sup- 
ply of crude oil and his output 
of gasoline in balance with the 
refiner’s own needs and the 
market demand. 

Within definite limits, it will 
agree to supplement the crude 
supply of the refiner whose 
regular sources of supply are 
insufficient to enable him to 
manufacture his full quota of 
gasoline and, on the other hand, 
it will agree to purchase gaso- 
line produced by the refiner in 
excess of his established de- 
mand, from his recognized al- 
lowance of crude. 


AS a means of stabilizing 
crude output and prevent- 
ing the production of ‘‘hot oil,’’ 
written certificates showing 
the amount of oil that may be 
legitimately produced, pur- 
chased or transported from any 
well will be issued by the oil 
umpire and will be required in 
all transactions between oil 
producers and refiners. 

Important features of the 
agency agreement are the pro- 
visions establishing the terms 
on which excess gasoline shall 
be purchased by the agency 
from the refiner. 

After stipulating that all de- 
liveries of surplus gasoline are 
to be made by the refiner into 
the agency’s tank cars or trucks 
or by pipe line, the agreement 
defines the minimum vaporiza- 


tion range and 
for this gasoline. 


octane rating 

Intention of the agreement is 
declared to be to pay the refiner 
for his surplus gasoline an 
amount that equals but never 
exceeds what he would have re- 
ceived had he sold all his gaso- 
line in the regular course of 
business. In no event is he to be 
paid more than the prevailing 
posted delivered tank wagon 
market price for gasoline of 
not more than 64.9 octane, less 
i cent per gallon. 

The price f. o. b. refiner’s 
plant to be finally paid for gaso- 
line is to be the lowest of the 
prices determined in accord- 
ance with the following three 
methods: 

1. One cent per gallons less 
than refiner’s posted net deliv- 
ered tank wagon price on date 
of delivery, less any deductions 
or allowances due or earned 
under contracts or for quantity 
sales, provided that no deduc- 
tions shall be made for truck 
and trailer deliveries where 
such quantity allowance is not 
more than 0.25 cent per gallon 
for quantities of not less than 
5000 gallons of the same qual- 
ity and brand gasoline deliv- 
ered to the same address in one 
calendar day. Such posted tank 
wagon price is not to be higher 
than the posted delivered tank 
wagon market price of gasoline 
of not more than 64.9 octane 
generally prevailing at the 
same time in the same area in 
which delivery was taken. 


) 


2. The weighted average net- 
back to the refiner of all sales 
made during the same calendar 
month, calculated in a carefully 
stipulated manner. 

3. The refiner’s lowest net- 
back per gallon on any whole- 
sale or other sale of refiner’s 
casoline made to the trade dur- 
ing the month, subject to cer- 
tain exceptions: 

Purchase is prohibited in the 
agreement, of gasoline or other 
petroleum products manufac- 
tured by persons or firms out- 
side the agency. 

Provision is made for cancel- 
lation of the agreement if at 
any time the available current 
allowable production of the 
state is not sufficient to supply 
the full current requirements 
of the agency and its members 
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as well as the additional needs 
of the independent refiners. 
Other provisions of this sec- 
tion of the agreement prohibit 
the converting of a split pump 
account into a 100 per cent ac- 
count, the granting of addi- 
tional commissions or discounts 
for two or more pumps at a 
split pump station over what is 
given for one pump, the allow- 


ance for truck and trailer de- 
liveries shall not exceed one- 


fourth cent per gallon. 

Parties to the agreement are 
to mutually agree not to solicit 
or enter into any contract to 
take over or serve any retail or 
commercial account of another 
party on terms inconsistent with 
the agreement. 

For a period of 90 days after 
the signing of the agreement, 
each party to it agrees not to 
supply the tanks or serve any 
retail pump that sells’ or 
handles branded products of 
any other party, except where 
changes to new suppliers have 
been made in these accounts 
since April 1, 1934. 

Except for the use of posted 
price signs at the place of sale, 


all forms of advertising of 
gasoline of less than 64.9 oc- 
tane are prohibited. 

Provision is made that the 


agreement shall not become ef- 
fective until the organization of 
the agency itself has been ap- 
proved and until it is declared 
in conformity with the Consent 
Decree of 1930. Unless other- 
wise terminated, the agreement 


is to continue in effect until 
June 15, 1935. 

No mention is made in the 
agreement of base prices for 


various grades of gasoline. Pre- 
sumably the independent re- 
finer is expected to make special 
efforts to maintain high prices 
through his regular established 


outlets so that he may receive 
a correspondingly high price 


for such surplus gasoline as he 
may be forced to sell through 
the agency. 


Stripper Owners to Meet 

WASHINGTON, May 5.—Rep- 
resentatives of stripper-well as- 
sociations in all parts of the 
country have been invited to 
meet May 16 with the stripper- 
well committees of the Inde- 
pendent Petroleum Association 
of America at the Mayo Hotel, 
Tulsa. 


New Plan Requires Close 


Estimates of Demand 


LOS ANGELES, May 4.—Ac- 
ceptance of the proposed gaso- 
line stabilization plan will ne- 


cessitate close cooperation be- 
tween California refiners and 
oil producers. Accurate esti- 


mates must be made of the de- 
mand for specific grades of 
crude oil, as well as of the spe- 
cial needs of certain refinery 
districts. 

Committees representing oil 
operators and refiners were in 
session during the past week in 
an attempt to assign satisfac- 
tory field quotas that would 
reconcile these somewhat con- 
flicting needs and demands, and 
that would also keep total pro- 
duction of the state within the 
limits set by the oil administra- 
tion. 

The situation was complicated 
by the proposed introduction of 


a new uniform method of allo- 
cating well quotas, based on 
potentials, past production, 


depth of wells and other operat- 
ing and producing factors. It 
would assign definite values to 
each of these factors and would, 
in theory, place each well in the 
state on a production equality 
with every other well. 


Not all members of the cen- 
tral committee of oil operators 
were reported to be in favor of 
the new method of allocation, 
and opposition to it had also de- 
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veloped in the San Joaquin Val- 
ley and other sections of the 
state that, presumably, might be 
adversely affected by it. 

In the meantime, total oil pro- 
duction of the state was being 
kept well within the April quota 
of 462,500 barrels daily. 


Veteran Oil Marketer 
Dies in Cleveland 


CLEVELAND, May 8—W. E. 
Wall, a veteran in oil market- 
ing, died early today in Lake- 
side hospital from a heart at- 


tack. He had been ill only a 
short time. He was 66 years of 
age. 


Mr. Wall was the first presi- 
dent of the National Petroleum 
Association as it is now organ- 
ized. He and other eastern re- 
finers brought about its organi- 
zation about 1904 and Mr. Wall 
was its head during a turbulent 
12 years, when the association 
was fighting the battles of the 
independent refiners. 

He came to Cleveland from 
Chatham, Ont., in 1887 and se- 
cured a position with the Fred 
G. Clark Co., one of the leading 
wholesale marketing firms in 
the country during a_ period 
when the output of independent 
refineries was largely handled 
through outside concerns. Upon 
the death of Fred G. Clark, the 
founder of this business, in 
1899, Mr. Wall became presi- 
dent of the company. 

In 1923 Mr. Wall retired from 
this, concern and, with G. J. 
Steigerwald, also of the Fred 
G. Clark Co., organized a mar- 
keting company. Later Mr. 
Steigerwald left to conduct his 
own business and Mr. Wall con- 
tinued, until his death, as the 
Wall Petroleum Co. 

Mr. Wall leaves two brothers, 
three sisters, a widow and one 
married daughter, who now re- 
sides in the east. One brother, 
John Wall, is also in the oil 
business, having his office with 
the Wall Petroleum Co. R. J. 
Wall, another brother, was for 
many years treasurer of the 
Fred G. Clark Co., and is now 
retired and lives in Chatham, 
Ont., with a married sister. An- 
other married sister also lives 
in Chatham and the third, Mrs. 
George L. Hart, resides in 
Cleveland. 
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Distinction Between Regulation of 


Production and of Commerce 


T O SOME in the oil indus- 
try, the legal distinction be- 
tween the regulation of oil 
production by federal au- 
thority, and the regulation of 
commerce in petroleum and 
its products may seem super- 
ficial. 

However, there is a marked 
difference, particularly from 
a constitutional viewpoint, 
Judge Amos L. Beaty, chair- 
man of the Planning & Co- 
ordination Committee, stated 
in an address on the subject 
of federal control of petro- 
leum production, before the 
Round Table meeting of the 
Chamber of Commerce of the 
U. S., May 2, 1934. The por- 
tion of his remarks touching 
on this point is published 
herewith. 


By Judge Amos L. Beaty 


O SOME the difference be- 
Tween regulating production 

and regulating commerce in 
the thing produced may seem 
shadowy, but it is not so from a 
constitutional standpoint. 

It is not so when we must con- 
sider what the Supreme Court 
has said and repeated many 
times, namely, production is not 
commerce. This distinction is, 
indeed, so important that it 
must be stressed. It can not be 
repeated too often. 

If there were no way to stop 
the flood of oil, except by con- 
trolling production in the states, 
a strong argument might be 
made to the effect that the de- 
cisions heretofore rendered do 
not apply. It could be urged 
with much force that while it is 
true, as the Court has often 
stated, that mining is not com- 
merce, nevertheless excessive 
mining affects commerce and 
can be restrained under Con- 
gressional authority if inter- 
state commerce is involved. 

But the fact is that oil does 
not necessarily go into com- 
merce at the moment of its pro- 
duction. Some of it does, to be 
sure, and to that extent quotas 
in commerce would be tanta- 
mount to production control, but 
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an important part of the oil pro- 
duced is not sold at the well. 
The larger producing companies 
first take theirs into storage or 
refine it. 

To say that the only way to 
protect interstate commerce 
against surpluses of oil is by 
limiting production in the states 
is to overlook the power to fix 
quotas in commerce. If Con- 
gress and its agencies have the 
power to control production they 
can control the drilling of wells. 
And it is only one additional 
step to the control of leasing. 
There must be some critical 
point, and logically that point 
is at the beginning of commerce. 
Especially is this true if regula- 
tion at the inception of com- 
merce would be an effective rem- 
edy. 

To illustrate the dilemma 
which might ensue from an ef- 
tort under federal authority to 
control production, let us sup- 
pose the state of Texas, for ex- 
ample, should invite producers 
to bring out oil in excess of fed- 
eral production quotas and hold 
it in bond for a year. Conceiv- 
ably the state might do this and 
even offer state aid in carrying. 

It might adopt such policy in 
order to obtain more tax money 
or to insure supplies for its in- 
stitutions, and producers might 
and probably would accept the 
invitation. Then where would 
the federal authority stand? On 
what principle could it say No? 
It could not properly oppose 
such course, except on the the- 
ory that Congress can ignore 
the states and constitute itself 
the sole conservator of the na- 
tion. 

When Congress through a 
federal agency undertakes to 
control production it is regulat- 
ing production, not commerce. 
True, the effect upon commerce 
may be profound, but that is 
secondary: the primary effect is 
upon production. As already 
indicated, the opposite sequence 
should prevail. Production 
might be restricted to consumer 
demand and commerce remain 
demoralized. This statement is 


made in view of the large stocks 
in storage. 

But in deciding whether Con- 
gress has transcended its power 
the courts will look at the real 
and usually the primary pur- 
poses of Congress, as witness the 
Child Labor Case. If the real 
or primary purpose is to inter- 
fere in local or state affairs, a 
cloak of interstate color is no 
protection. On the other hand, 
if Congress drives straight at an 
objective within its sphere, in- 
cidental or secondary effects 
may be what they will. 

To restrict production as a 
means of improving commerce 
is laying too deep a hold when 
the power extends only to the 


regulation of commerce. And 
the real object in this movement 
is to improve commerce. If 


commerce were what it should 
be no one would worry about 
production. The real or pri- 
mary purpose, therefore, is 
sound from a federal standpoint. 
Then why not go straight at it? 
Why should Congress do some- 
thing which is not sanctioned by 
the Constitution in order indi- 
rectly to accomplish that which 
is sanctioned? Why the cir- 
cuity? 


UOTAS in commerce will 
incidentally control produc- 
tion, just as control of produc- 
tion, if permissible, would simi- 
iarly affect commerce. But both 
of these are not federal func- 
tions; one is state. And if Con- 
gress or a Federal agency tries 
to control production it will be 
entering by the rear when the 
front door is open. Moreover, 
such action would be arbitrary. 
Thus, if Congress, for the pur- 
pose of preventing the _ inter- 
state shipment of game illegal- 
ly killed, had prohibited the in- 
terstate shipment of meat of 
every kind, it would be clear 
that its action was arbitrary and 
without proper relation to the 
end in view. And the same could 
be said of a state statute for the 
destruction of persons afflicted 
with hereditary insanity when 
sterilization would answer the 
purpose. In such cases it would 
be said that the remedy though 
effective extended too far and 
become arbitrary. 

On the same principle there 
would be room for a good argu- 
ment against Congress dealing 
with oil production, even if it 








had the express power, for it 
could be shown that regulation 
of commerce in oil is sufficient. 
Here, however, we have the ad- 
ditional fact that Congress has 
no express power to deal with 


production, and its right to do 
has been consistently denied by 
the courts. And since Congress 
must proceed under the com- 
merce clause it should deal with 
commerce and not production. 


Station Operators Indicted 
Under NIRA and Oil Code 


CHICAGO, May 5 

HE first grand jury indict- 
T ments in the administration 
Petroleum Code in 
returned this 
and Indian- 


of the 
Region 3 were 
week in Chicago 
apolis. 

Walter C. Piper, Sr. and Jr., 
doing business under the names 
of Silver Flyer Petroleum Co. 
and Piper’s Service Station, Inc., 
7130 North Western avenue, 
Chicago were indicted May 4 
and Donn M. Roberts, Terre 
Haute, Ind., was indicted May 
S&S 

The Pipers are charged with 
violation of the NIRA and the 
Petroleum Code; Article V, 
Rule 12, which pertains to sub- 
stitution of petroleum products, 
was specifically mentioned. 
There are seven counts in the 
indictment; six pertaining 
the transporting of varying 
amounts of gasoline from the 
company’s bulk plant to their 
service station and the seventh 
charging conspiracy. 

It was charged that the 
Pipers, through the Silver Flyer 
Petroleum Co., purchased gaso- 
line in Texas, had it delivered 
to their bulk plant bv tank car 
and later delivered it by tank 
truck to their station. The de- 
liveries were made ‘at night,” 
the indictment states. This 
gasoline was then sold at the 
station, through pumps belong- 
ing to and bearing the trade- 
marks and trade names of the 
Phillips Petroleum Co., without 
the consent of that company, it 
was charged. 

The defendants face a maxi- 
mum fine of $500 on each of the 
six counts charging “dumping” 
and a fine of $10,000 and two 
vears’ imprisonment on the con- 
spiracy charge. 

The indictment against Donn 
M. Roberts was returned by a 


24 


co 


grand jury in the district court 
of the southern district of In- 
diana and charges him with vi- 
olation of the NIRA and the Pe- 
troleum Code; specifically men- 
tioning Article V, Rule 24, 
which pertains to evasion of 
t2xes in the sale of petroleum 
products. 

Seven counts were named in 
this indictment, each charging 
the non-payment of the Indiana 
state motor fuel tax of 4 cents, 
yn varying amounts of gasoline 
brought into Indiana either by 


Beaty Denies Opposition 
To Oil Control Bill 


WASHINGTON, May 
Aroused by ‘‘erroneous reports” 
in some newspapers, Judge 
Amos L. Beaty, chairman of the 
Planning and Co-ordination 
Committee, issued the follow- 
ing statement today: 

“My attention 
called to reports that in the 
paper which I read before the 
U. S. Chamber of Commerce 
last Wednesday I opposed the 
oil control bill introduced by 
Senator Thomas. Nothing of 
the kind is true. 

“My paper was devoted to 
the principle of the bill. Con- 
gress has power to regulate 
commerce, and my effort was 
to show that the proper remedy 


ko 


has been 


in the present oil situation is 
through the establishment 
under Federal authority of 


quotas in commerce for oil, 
rather than production control, 
and this is the very principle of 
the bill. True, the bill provides 
for production quotas, but only 
after enforcement of quotas to 
move in commerce has failed. 

“Tam strongly in favor of the 
principle of the bill.”’ 


tank car or truck and sold 
through the defendant’s service 
stations. A total of approximate- 
ly 100,000 gallons of gasoline is 
mentioned, purchased over a 
period from September, 1938, 
to late January, 1934. 

The indictments returned by 
both grand juries specifically 
mention that the violations set 
forth against the defendants 
affected interstate commerce. 

No trial dates have been set, 
but an effort will be made to 
push the cases, according to 
Ralph Horween, special attor- 


ney for the Petroleum Admin- 
istrative Board, for this sec- 
tion. 


Introduces Bill to Curb 


State Restriction 


WASHINGTON, May 5.—Be- 
cause the federal oil adminis- 
tration has refused to increase 
the crude oil production allow- 
able for Michigan, Congressman 
John lLesinski, Dearborn, has 
introduced a bill (H.R. 9473) in 
the House designed to prevent 
restriction of any state’s pro- 
duction so long as its consump- 
tion exceeds production. 

Congressman Lesinski 
that consumption 
exceeds the production allow- 
able of approximately 29,900 
barrels daily. Crude is shipped 
in from other fields with the re- 
sult that Michigan producers are 
deprived of their rightful mar- 
kets, he said. 

Text of the Lesinski Bill, 
which would add a new subsec- 
tion to Section 9 of the NIRA, 
follows: 

“The President may not regu- 
late the shipment of petroleum 
and petroleum products in/or 
affecting interstate and foreign 
commerce out of any State un- 
less the production in that State 
exceeds the amount normally 
consumed annually within the 
boundaries of that State.’’ 


said 
in Michigan 


O’Shaughnessy Declines 


WASHINGTON, May 8—I. A. 
O'Shaughnessy, Globe Oil & Re- 
fining Co., has declined the ap- 
pointment as chairman of the 
Labor Sub-committee of the P. 
& C. Committee. H. H. Ander- 
son, Shell Petroleum Corp., St. 
Louis, will be elected chairman, 
it was indicated today. 

News 
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New Type of Annual Sales Contract 


For Natural Gasoline Suggested 
By L. P, Calkin* 


(Presented before Natural Gasoline 


Association 


of 


America, 


Tulsa, May 9-11) 


natural gasoline manufactur- 

ers have been confronted 
with a heavy decrease in the de- 
mand for natural gasoline on 
the part of the refiners, who un- 
til fairly recently have been 
considered the one and only 
market for natural gasoline. 
Figures recently compiled show- 
ing a comparison between the 
motor fuel produced in Janu- 
ary, 1930 and January, 1934 
show that the production for 
these two months differs by less 
than 100,000 barrels, while at 
the same time the amount of 
natural gasoline used decreased 
approximately 600,000 barrels. 

The territory covered by these 
figures is that of the Mid-Con- 
tinent area and states south of 
that area. All of us are fa- 
miliar with the changes that 
have taken place in the art of 
petroleum refining during the 
last few years and all of us real- 
ize that these changes have been 
responsible in a large measure 
for the decreased refinery de- 
mand for our commodity. 

For the present day refiner 
to obtain all of the volatility he 
needs in his finished motor fuel 
without purchasing natural gas- 
oline, he must make a consider- 
able investment in reforming 
units, vapor recovery plants, ete. 
Practically all of the larger re- 
finers today have already made 
these investments; however, 
there remain a large number of 
smaller plants that have not 
done so and there are possibly 
some of the larger ones that 
have not gone as far in this 
direction as is possible. 

In order to stop the trend 
away from the refinery use of 
natural gasoline, it would ap- 
pear that some concerted action 
must be made by the natural 
gasoline manufacturers to write 
contracts with refiners on some 
basis that will enable the re- 


Fai a number of years past, 
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finer to use natural gasoline eco- 
nomically throughout the year. 
In other words, contracts must 
be of such a nature that it will 
be cheaper for the refiner to ob- 
tain volatility by means of nat- 
ural gasoline rather than by 
means of reforming units. 

In the earlier days of the in- 
dustry some contracts were 
written based on the tank wa- 
gon prices that obtained in the 
territory in which the purchas- 
ing refiner sold his product. 
Sometimes contracts of this sort 
paid the manufacturer large 
premiums over the market while 
at other times the return on the 
contract was considerably under 
the market price. 

Other of the earlier contracts 
were based on the market quota- 
tion for the old “‘AA”’ grade nat- 
ural gasoline with maximum 
prices at some differential over 
the 58/60 Navy Gasoline price 
and with minimum prices at dif- 
ferentials under the 58/60 Navy 
rasoline prices. In some cases, 
contracts evén had flat minimum 
prices. Fortunately or unfor- 
tunately, contracts of the fore- 
going type are now more or less 
obsolete. 


T IS not the purpose of this 

paper to outline types of con- 
tracts which the Phillips Petro- 
leum Co. favors but to discuss 
the various types of contracts 
which may accomplish the end 
which we all have in mind, 
namely, the continued use of 
natural gasoline by refiners. 

The simplest contract is, of 
course, based on Platt’s Oilgram 
quotation for Grade 26-70 nat- 
ural gasoline, date of shipment. 
Such a contract protects neither 
the refiner nor the manufac- 
turer. At certain seasons of the 


*Phillips Petroleum Co., 
Okla. 


Bartlesville, 


year the buyer is in a position 
to buy large quantities of nat- 
ural gasoline and show a profit 
on the transaction. At other 
times the refiner is compelled 
to absorb a loss on every gallon 


of natural gasoline he _ pur- 
chases. At such times the re- 


finer is apt to forget the profit 
he made on his natural gasoline 
purchases earlier in the year and 
remember only the loss incurred 
during the period of high prices. 
As the price of natural gas- 
oline advances beyond a certain 
point the refiner tries to cut 
down his loss by using less and 
less natural gasoline and at the 
same time he begins to figure 
out ways and means of operating 
his refinery so as to use as little 
of our product as he can. 


Once a refiner has reduced his 
natural gasoline requirements 
or even quits using it entirely 
as a result of high prices, he 
does not purchase the same 
quantities again until prices 
sink to abnormally lower levels. 
When this happens short pe- 
riods of high prices frequently 
result in long periods of low 
prices; and the harmful effect 
of high prices is cumulative be- 
cause each time we go through 
such a period someone figures 
out how to get along perma- 
nently with less natural than he 
had been previously using. 


HE refiner can be protected 

against a run-away natural 
market by giving him a contract 
based on the market price for 
Grade 26-70 with a maximum 
price based on U. S. Motor Gas- 
oline. During the greater part 
of the year, natural gasoline 
shipped under such a contract 
goes at the market price and 
everyone is more or less satisfied 
unless, as has happened for sev- 
eral years past, the market price 
is below the manufacturing 
cost. 

During the late summer and 
fall of the year, natural gasoline 
prices ordinarily advance to 
such a point that the protection 
feature of the contract is effec- 


tive. In very few cases are con- 
tracts of this sort written in 
which the protection or stop 


based on U. S. Motor Gasoline 
prices is sufficiently low as to 
enable the refiner to continue 
the use of natural without a di- 
rect monetary loss. Asa rule, 
however, the refiner is human, 
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and if the quoted price of nat- 
ural gasoline does not stay too 
close to U. S. Motor over too 
long a period of time he figures 


he has made a good purchase 
when he compares his protected 
price with the going market 
price. In a good many cases, 
however, his profit and _ loss 


statement, as far as natural gas- 
oline is concerned, does not bear 
out his conclusions that he has 


made a good purchase. Conse- 
quently, this type of contract 
goes only part of the way in 


keeping the refiner on the books 
as a satisfied customer. 

During the last few years a 
number of contracts have been 
written in which the market 
price for Grade 26-70 has been 
disregarded entirely and a price 
based on a differential under U. 
_S. Motor Gasoline used instead. 
On contracts of this sort, the 
differential under U. S. Motor is 
ordinarily large enough to en- 
able the refiner to use 26-70 
throughout the year on at least 
a “break-even”’ basis. 


F THE differential under the 

market is large enough, it ac- 
complishes one of the purposes 
which we have in mind, that is 
the continued use of natural gas- 
oline by the refiner. If the re- 
finer can improve the quality of 
his refinery gasoline through the 
use of natural and at the same 
time show a slight profit on the 
natural used, there is small pos- 
sibility, other things being 
equal, that he will do much fig- 
uring as to just how he can 
eliminate the need of natural 
gasoline around his plant. 

In connection with contracts 
of this sort, the quantities that 
the natural gasoline manufac- 
turer can be called upon to de- 
liver are extremely important. 
If, as is the case on some con- 
tracts, the maximum quantity 
during any one month is twice 
as large as the minimum quan- 
tity, the contract may not work 
out to the entire satisfaction of 
the manufacturer. During cer- 
tain periods of the year the spot 
market price for natural may be 
considerably lower than the 
contract price. At such times 
the refiner is apt to call for the 
minimum quantity of natural 
under the contract and purchase 
all his additional requirements 
on the lower spot market price 
from other manufacturers. Dur- 
ing that season of the year when 
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the spot market price for nat- 
ural is higher than the contract 
price, the refiner may call for 
the maximum quantities allowed 
under the contract. On con- 
tracts of this sort it might be 
better from the manufacturer’s 
point of view to have a relative- 
ly small difference between the 
maximum and minimum quan- 
tities and have definite limits set 
up for each month of the year. 

For some time past some of 
the more technically-minded 
members of the industry have 
contended that Grade 26-70 was 
not the proper grade of natural 
gasoline on which to base our 
prices. These gentlemen have 
contended, and perhaps right- 
fully so, that by so doing we 
have assumed that there is a 
market for all of the butane 
which we are capable of pro- 
ducing. 

As long as the bulk of the nat- 
ural gasoline used by refiners 
consisted of “AA” or 26-70, the 
“AA” or 26-70 price was the 
proper one to use. Modern re- 
fining methods, however, give 
the refiner an abundance of 
butane; frequently an excess in- 
asmuch as some refiners now 
have butane for sale. Many of 
the large purchasers of natural 
gasoline are not buying 26-70 
but are purchasing lower vapor 
pressure material. When the in- 
dustry first went to lower vapor 
pressures there were very few 
companies selling that type of 
natural gasoline and those com- 
panies had no difficulty in ob- 
taining differentials over the 
“AA” or 26-70 pricé sufficiently 
large as to offset fractionating 
losses. 


OINCIDENT with the rapid 
increase in the manufac- 
ture of stabilized natural gaso- 
line came the change in refinery 
practices which resulted in an 
increased demand for lower va- 
por pressure naturals and a de- 
creased demand for 26-70. Un- 
fortunately, the increase in the 
use of the one grade did not off- 
set the decrease in the use of the 
other, all of which resulted in a 
reduction in the differentials 
over 26-70 charged for the stab- 
ilized material. It is question- 
able if any manufacturer is ob- 
taining or attempting to obtain 
the differentials recommended 
by the Natural Gasoline Associa- 
tion when the present grading 
system and specifications were 


adopted. The differentials 
charged today on contracts and 
on spot sales for any particular 
vapor pressure under 26 pounds 
appear to be dictated by com- 
petition. 

In view of these facts, our 
technically-minded friends 
claim that natural gasoline hav- 
ing a vapor pressure of 12 
pounds, for example, should be 
used as a base price for our com- 
modity. On this basis suitable 
deductions would be made from 
the price of 12-pound when 
higher vapor pressure material 
is required. 

Inasmuch as 12-pound nat- 
ural gasoline is a motor fuel in 
itself, it is reasonable to assume 
that it should command the mo- 
tor fuel price and at least one 
manufacturer in Oklahoma has 
been selling his natural on this 
basis for some time. This manu- 
facturer has made_ contracts 
having a base price for low va- 
por pressure natural gasoline 
equivalent to the U. S. Motor 
Gasoline price, with the provi- 
sion that if the buyer desired 
higher vapor pressures, factors 
based on volumetric corrections 
would be applied to the U. 8S. 
Motor price to give the manu- 
facturer the same comparable 
netback for his high vapor pres- 
sure natural. 


THER things being equal, 

this type of contract should 
appeal to the refiner inasmuch 
as there is a direct relationship 
between the cost of his natural 
gasoline and the selling price of 
his refinery gasoline. In the past, 
refiners have complained bitter- 
ly of the wide fluctuations in the 
price of natural gasoline and 
have said that they would prefer 
buying on some contract basis 
that would be tied in with the 
price of the product into which 
the natural gasoline was put. 
This contract, however, has the 
disadvantage of making the re- 
finer pay more for his natural 
gasoline during certain seasons 
of the year than he would pay 
if buying on the 26-70 basis. 
As contrasted with this disad- 
vantage, during the fall of the 
year when the refinery require- 
ments of natural gasoline are 
heaviest he can purchase with a 
considerable saving as com- 
pared to the price on the spot 
market. 


The direct benefits to the nat- 
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ural gasoline manufacturer on 
this type of contract are ques- 
tionable. It has worked out, 
during the last three years or 
so, that during the period of low 
prices, the price has been so low 
that the manufacturer could 
absorb fractionating losses in 
making 12-pound and still get 
more than the 26-70 equivalent 
for his natural gasoline by sell- 
ing 12-pound on the U. S. Motor 
price, but even though his con- 
tract price was higher than the 
market price he was still selling 
at a loss much of the time. 


HEN, in the fall of the year, 

the haymaking season for 
natural gasoline manufacturers, 
it frequently happened that the 
26-70 price was equal to, or 
sometimes higher, than the U.S. 
Motor price. At such a time the 
manufacturer took a _ licking 
when he shipped 12-pound nat- 
ural gasoline at the U. S. Motor 
price. Contracts of this sort 
more nearly tend to equalize the 
price over a period of time if 
the contract calls for the same 
number of cars per month over 
the contract. 


Owing to the fact that casing- 
head gas contracts are based on 
the market price for 26-70 it 
would not be practical for the 
industry to discontinue basing 
prices on this grade, until such 
a time as casinghead gas con- 
tracts could be rewritten on a 
different basis. At the same 
time there is much merit in the 
idea of using a lower vapor pres- 
sure product as a basis for our 
price calculations in place of 
26-70. 


A type of contract has been 
suggested which combines the 
present base price for 26-70 with 
the base price which the tech- 
nical men think should be used. 
On this contract the refiner 
would pay the 26-70 price for 26- 
70 natural gasoline. At the other 
end of the seale, if he bought 12- 
pound natural he would pay the 
U. S. Motor price or possibly a 
slight differential under the U. 
S. Motor price. 


The price of gasoline of inter- 
mediate vapor pressures would 
be determined by simple arith- 
metic between the two prices 
thus established and in propor- 
tion to the vapor pressure pur- 
chased. Thus the price of 18- 
pound gasoline would be the 
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market price for 26-70 plus 8/14 
of the difference between the 
market for 26-70 and the price 
level established for 12-pound 
natural, there being 14 pounds 
difference in vapor pressure be- 
tween the 12 and 26-pound nat- 
ural and 8 pounds difference in 
vapor pressure between the 18 
and 26-pound grades. 

This contract would partially 
satisfy the gambling instincts of 
both buyer and seller and at the 
same time would tie natural 
gasoline prices to the more sta- 
ble motor fuel prices. As far as 
I know, this type of contract has 
never been used and there may 
be some disadvantages in it that 
are not apparent at the present 
time but which would show up 
once the contract became effec- 
tive. 

The ability of the refiner to 
use natural gasoline at a profit 
is largely dependent upon the 
freight he has to pay on natural 
gasoline shipped into his plant. 
Where the freight is 1 cent a 
gallon or less, as is the case with 
most Mid-Continent refiners, the 
difference between the cost of 
refinery made _ volatility and 
volatility obtained by means of 
natural gasoline is so small as to 
insure the continued use of our 
products. 


HERE the freight to the re- 
finery is 2 cents a gallon or 
more the cost of producing vola- 


tility in the refinery is lower 
than the cost of natural gaso- 


line plus the freight to refinery 
unless the natural gasoline mar- 
ket is considerably under the 
motor fuel market. It follows 
then that the more freight the 
refiner has to pay on the natural 
gasoline the less he is going to 
use. 

In a report made recently to 
the Western Petroleum Refiners 
Association by a committee com- 
posed of A. T. Scherer and A. P. 
Reuther, it was shown that Mid- 
Continent refiners use about 11 
per cent natural gasoline in 
their motor fuel while Illinois 
and Indiana refiners use approx- 
imately only 3.5 per cent. This 
problem can be solved in one of 
two ways. The refiner can ship 
natural gasoline direct to his 
bulk plants in large consuming 
centers for blending with his re- 
finery gasoline, thereby avoiding 
a second payment of freight on 
the natural gasoline used, or he 
can purchase natural gasoline 


in the same producing field that 
supplies his crude and move the 
natural gasoline through his 
crude pipeline with the crude to 
his refinery. 

The burden of deciding the 
type of natural gasoline con- 
tract which will assure us of the 
continued use of our product 
should not be borne by the nat- 
ural gasoline manufacturers 
alone. The refiner is rather 
blind who cannot or will not see 
the harmful effects on his own 
refinery gasoline price structure 
that low natural gasoline prices 
can produce. 

Natural gasoline is going to 
find its way into motor fuel. The 
natural channel for it to follow 
is through the refinery and then 
to the bulk stations and filling 
stations, or direct to the larger 
bulk plants of the refiner. If 
this channel is not large enough 
or broad enough for the natural 
gasoline to move through it, 
then naturals will find another 


channel. In other words, the 
natural gasoline manufacturer 
must go into the motor fuel 


market direct with his product 
and sell it at whatever price he 
can obtain. 

Since motor fuel made entire- 
ly from natural gasoline is ad- 
mittedly a superior motor fuel, 
particularly during the winter 
months, and since it frequently 
sells at prices which are below 
the prices for low octane gas- 
oline, it follows as a matter of 


course that natural gasoline 
motor fuel can have only a 
harmful effect on the refinery 


gasoline price structure. 

This is particularly true when 
the fact is borne in mind that 
many purchasers of natural gas- 
oline motor fuel operate as 
price cutters. Consequently it is 
to the interest of the refiners to 
have natural gasoline contracts 
on a basis that will not only en- 
able them to use our products 
profitably but let us make a liv- 
ing as well. 


Employes Insured 


LOS ANGELES—Seventy-two 
employes of the O. C. Field Gas- 
oline Corp. have been granted 
life insurance ranging from 
$1000 to $3000, according to 
length of service. The group 
policy was issued by the Pruden- 
tial Insurance Co. of America. 
Premiums are paid by the com- 
pany. 
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For the Vacationist’s Travel Kit 
LL over the United States 
oil men will soon be 
overloading the rear 
springs of the car, forgetting to 
stop the newspaper and the milk 
and setting out for a vacation at 
the shore, in the woods or the 
mountains. 
For those 
terrible stew while away from 
the office at wondering what 
Washington has done about the 
several problems of the business, 
this department herewith pro- 
vides all the information that is 
essential. The vacationist can 
tuck this in his pocket, get it out 


who will be in a 


and read it from time to time 
while anointing his chigger 
bites, and be serene in the 


knowledge that he has all the 
Washington news up to date 
whether he gets a newspaper or 
not. The events will run some- 
thing like this: 

May 15—P. & C. Committee 
renews recommendation that 
something be done on the pool- 
ing and marketing agreements. 
Sec. Ickes takes matter under 
advisement. 

May 18—Texas railroad com- 
mission, whose orders provide 
an allowable production 45,000 
barrels daily greater than Mr. 
Ickes’ recommendations, renews 
demand for higher quota foi 
Texas. 

May -Petroleum Adminis- 
trative Board returns plan of de- 
velopment submitted by opera- 
tors in new pool at Binger, 
Okla., with instructions to 
amend so that future wells shall 
be 5000 feet deep instead of 
9900 which was depth of discov- 
ery well. 

June 


25— 


Ickes issues 
warning that code violators 
must cease evil conduct and 
threatens prosecutions. 

June 3—Gen. Johnson issues 
warnings, ete. 

June 4—Warnings issued con- 
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cerning code violations by a man 
named Boottle, or McNert, or 
something like that. 

June 10—Allocations on April 
refinery production approved by 
Sec. Ickes 

June 12—Petroleum Admin- 
istrative Board conducts hearing 
to decide whether code is being 
enforced. 

June 16—P. & C. Committee 
adjourns for vacation. Bing 


Crosby and the Pickens Sisters 
left to carry out duties. 
June Petroleum Labor 





Advisory " Board hears delega- 
tion of organizers from Interna- 
tional Association of Oil Field, 
Gas Well and Refinery Workers 
of America. Complaint is form- 
ally made on poor radio recep- 
tion in East Texas district. 





July Ickes and Gen. 
Johnson issue joint statement 
warning code violators. 

This batch of information 
should carry the _ vacationist 
through to the time he gets 
home. In case he doesn’t start 
his trip until July, different 
dates can be _ substituted for 


those attached to the foregoing 
items and the same chronicle of 
events will tide him over to the 
middle of August. 


A New 


“The plan I propose,” said this 
man to whom we were talking, 
“has one virtue. It will be effec- 
tive for about 50 years, which is 
much longer than any of those 
now being tried. It will fail ul- 
timately, when the forces that 
brought this country to its pres- 
ent pass get in their work. But 
it will last beyond our lifetime 
and maybe that’s all we should 
worry about. 

“What we need is some new 
country to settle, civilize and im- 
prove. We have none left with- 
in our own borders and Canada 
seems to be taking care of her- 
self in good shape. Therefore, 
we must seize Mexico. I urge 
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that we go across the border and 
move on down with as many 
troops as necessary Clear to the 
south side of that republic. 
“Think of the things we could 
do there. Railroads and high- 
ways to build, picture shows to 
install, drug stores and filling 
stations and other blessings of 
the 20th century’ existence; 
there would be golf courses and 
baseball parks to come along 


shortly. Ten million of our 
people would rush in at once and 
begin taking up land and it 


would take a half million law- 
yers to fight out the title claims 


“The country wouldn’t give in 
amicably and an army of con- 
siderable size would be needed 
to police things. C.C.C. camps 
could be put in all over the place 
to subdue the wilderness and 
C. W. A. workers could tear 
down the mountains. One could 
go on all day telling of the 
things that would afford employ- 
ment. Money would circulate 
and the sale of American made 
goods, with a little initial boost 
in the form of deferred pay- 
ments plans, would be so great 
that I hesitate to try to compre- 
hend the prosperity that would 
follow. 


“Maybe I am exaggerating 
when I say that it would last 50 
years, but it took us about 150 
years to get into our present 
mess and I figure that with the 
greater knowledge we now pos- 
sess, we should do the job ina 
third of the time it required in 
the United States.”’ 

We inquired how to get this 
all started and our friend said 
the best way was the tried and 
proved method followed by na- 
tions throughout history. Ar- 
range to inflame the people of 
Mexico against the United States. 
so that somebody would commit 
an overt act against American 
life or property. Any reason- 
able excuse would do. Then we 
could declare that in the inter- 
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ests of humanity we must inter- 
vene. Just how to start this, we 
don’t know, unless some Mexi- 
can newspaper can be pursuaded 
to take this little piece seriously 
and reprint it. 

“A lobby of whale fishers ar- 
rived in Washington Monday to 
protest against the oil business 
grabbing a lucrative portion of 
their business.’’—News Item. 

Any minute now and you'll 
hear that the Buggy Whip In- 
stitute has made formal com- 
plaint against the auto and that 
the Magic Lantern Guild had de- 
manded a_ restriction of the 
movie. 


Recommends More Drilling 
On Kettleman Hills 


LOS ANGELES, May 
Increased drilling, within limits 
permitted by curtailment regu- 
lations, was recommended for 
the Kettleman Hills north dome 
by the advisory board appoint- 
ed by the central committee 
to investigate conditions in 
that area. 


o.—- 


Acceptance by the central 
committee of this report will re- 
sult, it is said, in a more equit- 
able distribution of the oil and 
gas production of the area and 
more intensive drilling by 
Standard of California and the 
Kettleman Hills North Dome 
Association, which together con- 
trol 95 per cent of the proved 
acreage. 


Burlington's New Diesel Train 


Gets 2.6 Miles Per Gallon 


dition to the growing 

modern fleet of _ fast, 
streamlined, Diesel-powered 
passenger trains being tried out 
on American railroads, is now 
on a trial trip through the east 
as advertising for the Burling- 
ton Route and to help railroad 
executives test out public reac- 
tion to this new type of rail 
transportation. 

The oil industry is as inter- 
ested as are the railroads in 
these new units because of the 
tremendous’ potential market 
for fuel which the railroads 
would represent if any large 
portion of the passenger trains 
of the nation should be con- 
verted to fast Diesel powered 
units. 

Furnace oil comes into its own 
as a power fuel for big time rail- 
roading in the successful trial 
runs of the ‘“‘Zephyr’”’ train. En- 
gineers of the train are finding 
that actual fuel consumption is 
bettering their early expecta- 
tions. Burning a No. 2 furnace 
oil in its Diesel engine the 
“Zephyr” is averaging 2.6 miles 
toa gallon. This figure will im- 
prove as trainmen become more 
familiar with the engine. 

The power plant is a huge 
Winton 600 h.p., two-cycle, 8- 
in. by 10-in. eight-in-line Diese! 
engine which turns up 750 r.p.m. 
at its maximum load. With a 
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top speed of 110 miles per hour, 
the train has already reached 
107 miles per hour during a two- 
mile dash on the Reading road. 
An outstanding feature of the 
engine is its low weight ratio of 
22 lb. per h.p. A special Luken- 
weld process that joins crank- 
case and cylinder block into one 
piece is responsible. A light oil 
pan is attached. 

The crankcase holds 36 gal- 
lons of lubricating oil with speci- 
fications calling for the use of 
S.A.E. No. 40 oil. There is no 
particular mileage at which the 
oil is changed. Only when it 
appears to be thinning out will 
it be drained. 

Ten 60-gallon tanks, placed in 
“the belly of the whale” (be- 
neath the floor) of the engine 
car, contain the fuel supply. On 
a recent trip of several days dur- 
ation from Philadelphia to Bos- 
ton, Providence and return only 
309 gallons of fuel was used. 
During the first two weeks of 
exhibition touring, no addition- 
al water was needed in the cool- 
ing system owing to the Diesel’s 
even performance. 

A direct current generator, 
located immediately behind the 
driver’s seat in the shovel-nosed 
front car, provides the electrical 
power which propels the train. 
Operating upon an alternating 
current is a smaller generator 
for the lights and air-condition- 
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The Burlington railroad’s new “Zephyr” train, the high-speed sensation of the rails, which burns furnace oil with 


marked economy, 


May 9, 1934 


Fuel oil seems destined to lend added speed to the wheels of transportation. Picture, cour- 
tesy of STEEL and the G. E. Company 
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ing machinery. The Diesel is 
cranked by storage battery pow- 
er. One huge 32-cell, 64-volt 
battery, weighing 3260 pounds, 
is required. Steam heat from 
an oil-fired boiler with an evap- 
orative capacity of 500 lb. per 
hour at 85 lb. pressure will 
warm the train during cold 
Nebraska winters. A 75-gallon 
oil storage tank is part of the 
heating plant, located in the 
baggage car. 

Compactness marks the en- 
gine room. The motor, some 14 
feet long, leaves little space be- 
tween it and the tanks, closets 
and other equipment which line 
the walls. One is reminded of 
a submarine engine room. Ina 
modernized cab, up front, are 
the driving controls handled by 
one man. He has no company 
but can enjoy an unobstructed 
view of the landscape from large 
windows providing 180 degrees 
of vision. A deadman control 
provides the safety factor found 
in the presence of another man. 

The train is 196 feet long. It 
is broken into three cars with 
articulated couplings. Vestibule 
passages between the cars are 
enclosed by diaphragms bolted 
to the car ends. There are 16 
wheels, grouped in fours, be- 
meath the ‘‘Zephyr.’’ The three 
rear trucks wear “‘pants’’ to cov- 
er the 30-inch wheels and cut 
down wind resistance. 

Every item on the train is 
molded to increase its speed. En- 
gine exhaust pipes are tapered. 
Doors are set flush with the side 
walls and the knobs are sunk 
into the doors. Steps fold up 
into the sides. Windows have 
no sills and cannot be opened. 
There is a cool beauty in the 
simplicity of the silver sides 
with their flutings and corruga- 
tions. 

Though the train weighs only 
195,000 pounds, which is con- 
siderably less than a current 
three-car train with engine, it 
has a low center of gravity. This 
makes for easier riding qualities 
and higher speed. To see the 
“Zephyr” as it slithers along one 
gains the impression that it hugs 
the rails. 

The tired business man who 
will journey on the “Zephyr” 
will find the interior of the train 
restful with pleasing greens, 
grays, blues and yellows pre- 
dominating in the color scheme. 
Radio amplifiers are regular 
equipment for the entertain- 
ment of the 72 passengers who 
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will be carried in the back half 
of the train. Baggage and mail 
compartments can hold 50,000 
pounds of freight and express. 
Personal luggage will be stored 
in special closets for there are 
no overhead racks. Lighting is 
all softly indirect. 


The “Zephyr” has been par- 
ticularly designed for the run 
between Kansas City, Mo. and 
Lincoln, Neb., on a 4-hour sched- 
ule for the 251 miles. On this 
division there are a minimum of 
grade crossings and the curves 
are gentle. Little additional 
work will have to be done on the 
right of way before’ the 
“Zephyr’’ commences its regular 
running schedule sometime in 
November. 

The next few months will see 
the train moving across the en- 
tire country on further exhibi- 
tion trips. It is scheduled for a 
stay at Chicago’s second show- 
ing of A Century of Progress. 
In New York City 76,000 specta- 
tors shuffled along its aisles the 
first day. For a “private” even- 
ing showing in Cleveland over 
3500 responded to the invita- 
tions. 


10,000 Diesel Powered 


Vehicles in Germany 


CLEVELAND—tThere are ap- 
proximately 10,000 diesel pow- 
ered vehicles in use in Germany, 
4500 of these being trucks, ac- 
cording to a recent survey of 
transportation in that country. 

Compared with the figures of 
former years the current esti- 
mates indicate a steady replace- 
ment of gasoline engines and 
electric motors with diesel en- 
gines in all types of motor-pro- 
pelled conveyances. This is the 
conclusion of Assistant Trade 
Commissioner Rolland Welch, 
Berlin, in a report to the Com- 
merce department. 

According to this report the 
experiments with diesel powered 
railway cars which have proven 
so successful in the past two or 
three years, have led to their 


adoption on Federal railway 
systems. Airplane diesel en- 


gines are also said to be in the 
commercial stage while the pro- 
duction of diesel engines for 
trucks, tractors and power shoy- 
els was so great in 19338 that it 
is estimated between 70 and 
80 per cent of all such equip- 


ment are powered by these en- 
gines. 

The reason for this develop- 
ment lies in the fact that gaso- 
line costs approximately three 
times as much as diesel fuel. It 
is also true that Germany can 
produce diesel fuels in quantity 
while its own supply of gaso- 
line is limited. 


Top Price Oil Contracts 
Studied by P. & C. 


CHICAGO, May 5.—Proposals 
for a recommendation on top 
price fuel oil contracts are being 
considered by the Planning and 
Co-ordination Committee, and 
indications in the middle west 
are that top prices in this terri- 
tory will be an established min- 
imum amount over the posted 
price. 

Members of the Region 3 mar- 
keting committee report they 
have been asked to submit their 
views on a proposal of a top 
price differential of a minimum 
of 1.5 cents on numbers 1, 2, 
and 3, and of 1 cent on numbers 
4, 5, and 6 fuel oils over the cur- 
rent posted price. Views of the 
mid-western territory are to be 
submitted to the Planning and 
Co-ordination Committee, com- 
mittee members report. Several 
proposals for a percentage in- 
crease over the posted price had 
been considered. 

The proposals concern retail 
top price contracts, and are to 
enable the marketing branch of 
the industry to contract over a 
period, in relation to the cur- 
rent posted fuel oil price. 


Bedford Vacates Stanco Presi- 
dency 


NEW YORK, May 4.— 
F. H. Bedford, Jr., president of 
Stanco, Inc., oil specialty sub- 
sidiary of the Standard Oil Co. 
of New Jersey, has relinquished 
that post, in line with the 
Standard’s new policy which 
discourages as far as _ practic- 
able the simultaneous holding 
by one individual of director- 
ship on the “big board” and the 
presidency of an operating sub- 
sidiary, according to the Amer- 
ican Petroleum Institute. 

F. W. Moss, formerly vice 
president and general manager 
of Stanco, succeeds Mr. Bed- 
ford as president. 
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Many Association Meetings Planned 


During Petroleum Exposition 


TULSA, May 5 

SSOCIATION conventiolis 

A will be interwoven with 

the daily program of the 

International Petroleum Exposi- 

tion which opens in Tulsa May 
12. 

Among associations which will 
hold conventions either just be- 
fore or during the period of the 
Yxposition are: 

Natural Gasoline Association 
of America; Oklahoma section 
of the American Chemical So- 
ciety; American Institute of 
Mining and Metallurgical Engi- 
neers; The American Society of 
Mechanical Engineers; Purchas- 
ing Agents Association; board 
of directors of the Mid-Conti- 
nent Oil & Gas Association; Mid- 
Continent Oil & Gas Association 
safety meeting; The Independ- 
ent Petroleum Association of 
America; Refiners-Marketers 
meeting. 

The special meetings between 
refiners of the Mid-Continent 
and jobbers to discuss mutual 
problems are scheduled for the 
two final days of the exposition 
Friday and Saturday May 18 
and 19. These meetings will be- 
gin at 9:30 each morning at 
Hotel Tulsa. Detailed program 
for the meetings has not yet 
been announced by the commit- 
tee in charge. 

A large attendance of jobbers, 
particularly from the middle 
west, is expected. Many replies 
have been received in response 
to the 8000 invitations sent out 
to jobbers by W. G. Skelly, 
president of the exposition. 

Following is the _ tentative 
program for the exposition: 


Opening Day of Exposition 
Saturday, May 12th 


10:00 A.M.—Expositon Gates will 
open to the ‘“‘World’s Fair of the Oil In- 
dustry.” 

10:00 A.M.—Meeting of young oil 
students from all over the world at 
the University of Tulsa School of Pe- 
troleum Engineering. R. S. Knappen 
of the American Association of Petro- 
leum Geologists and N. V. Vannikoff 
ot the U.S.S.R. will address the stu- 
dents. 


2:00 P.M.—Opening ceremonies of 
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the International Petroleum Exposi- 
tion. Band concert. W. G. Skelly, Presi- 
dent. Invocation, Dr. George McDonald. 
Address of welcome, T. A. Penny, 
Mayor. Remarks: Axtell J. Byles, presi- 
dent, American Petroleum Institute 
and J. Edgar Pew, vice-president of the 
Sun Oil Co. 


3:00 P.M.—Register of delegates 
from foreign countries at Exposition 
office. 

4:00 P.M.—Register of ‘‘Old Timers” 


of the Petroleum Industry in replica 
of Old Drake Well. 

6:00 P.M.—Oklahoma section of the 
American Chemical Society special 
meeting at Sinclair Pennant Tavern. 

8:00 P.M.—Ameriean Institute of 
Mining & Metallurgical Engineers, 
Meeting at University Club--E. A. 
Stephenson of the Mississippi School of 
Mines will speak on ‘‘Basie Data for 
Oil & Gas Well.”’ 


Sunday, May 13th 


1:00 P.M.—Exposition gates open. 

3:00 P.M.—Demonstration of old 
method of drilling in front of Old 
Drake Well. 

6:00 P. M.— Annual Sunday concert. 

8:45 P.M.—Demonstration of Ex- 
tinguishing of Blazing Oil & Gas Well 
Fire by M. M. Kinley before the Grand 
Stand on Expositon grounds. 


Monday, May 14th 


9:00 A.M.—Exposition gates open. 

9:30 A.M.—Opening session of the 
Petroleum Division of the American 
Society of Mechanical 
Hotel Tulsa, 


Refining Session 


Engineers 


“Retiring Thickness of Oil Refining 
Equipment,’ FF. L. Neweomb, Standard 
Oil Development Co., Elizabeth, N. J. 

“Application of Fouling Factors in 
the Design of Heat Exchangers,” E. N. 
Seder, Foster Wheeler Co., New York. 

‘‘Heat-Transfer Rates on Condens- 
ing, Reboiling and Miscellaneous Heat 
Exchange Service,’’ Max Higgins, The 
Texas Co., New York. 

‘‘Friction in Baffled Tube Bundles,” 
T. F. Stack, Gulf Refining Co., Port 
Arthur, Texas. 

12:15 P.M.—Civiec clubs. 

2:00 P.M, - A.S.M.E., 
session, Hotel Tulsa. 


afternoon 


Refining Session 

“The Use of A.S.T.M. Temperature- 
Viscosity Charts for the Blending of 
Lubricants, J. P. Calderwood, Kansas 
State College, Manhattan, Kans. 

“Petroleum Fuels and Combustion 
Data,’ O, F. Campbell, Sinclair Refin- 
ing Co., E. Chicago, Ind, 





“The Design of Radiant Head-Ab- 
sorbing Section of Pipe Still Coils,” 
Charles E. McCulloch, Foster Wheeler 
Co., New York. 

8:45 P.M.—Pagaent, 
Oil,’’ with cast of 500. 


“History of 


Tuesday, May 15th 

8:00 A.M.—-Exposition golf tourna- 
ment opens at Tulsa Country Club, 
A. M. Bowman, Chairman. Eighteen 
hole qualifying rounds to determine 
members of flights for match play 
sixteen each flight. 

9:00 A.M.—Exposition gates open. 

9:00 A.M.—A.S.M.E. program con- 
tinues at the Hotel Tulsa. 


Production Session 

‘“‘Air-Gas Compressor Characteris- 
tics,’ J. P. Klep, University of Okla- 
homa, Norman, Okla. 

“Dynamometers for the Study of 
Pumping Problems,’ Blaine B. West- 
cott, Gulf Researeh Co., Pittsburgh, 

12:15 VP.M.—-Young oil executives 
entertained by Junior Chamber of 
Commerce at luncheon in main dining 
room, Tulsa Bldg. 

P.M. Afternoon 
Hotel Tulsa, 


2:00 


A.S.M.E., 


session, 


Production Session 


“‘Gas-Electrie Prime Movers for Ro- 
tary Drilling,’ D. M. MeCargar, Allis- 
Chalmers Co., Tulsa. 

“Oil-Feld Rotary Pumps and Re- 
cent Developments,” R. J. S. Piggott, 
Gulf Research Co., Pittsburgh. 

An additional paper and informal 
discussion are planned for this session. 

Excursion for Transportation Men. 
Inspection of Stanolind Pipe Line Com- 
pany’s station at Hominy, Okla., leav- 
ing Hotel Tulsa at 1:30 P.M. 

7:30 P.M.—Purchasing agents asso- 
ciation meeting—-Chamber of Com- 
merce Room, 4th Floor Tulsa Building. 

Principle Speakers—Major Stiles M. 
Decker, representing the N.R.A. Ad- 
ministration in discussing the sup- 
plier’s code, assisted by: 

G. A. Thompson, purchasing agent 
of the Empire Companies at Bartles- 
ville, who presents the buyer’s View 
of the code, 

O. E. McClatchey, vice-chairman of 
the Oil Companies Buyer's Group will 
preside at the meeting. 

8:45 P.M. Pagaent, 
Oil,” with cast of 500, 


“History of 


Wednesday, May 16th 


8:00 A.M.—-Golf tournament, first 
round matches in all filights, eighteen 
holes. 

9:00 A.M.—-Exposition gates open. 

9:00 A.M.-—-A.S.M.E. program con- 
tinues at Hotel Tulsa. 


Transportation Session 
‘Selection of Economic Electric Mo- 
tor Equipment for Pipeline Pumping 
Stations,’ W. H. Stueve, Oklahoma 
Gas & Electric Co., Oklahoma City. 
‘“‘Major Repairs of Diesel Engines,”’ 
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J. B&B. Harshman, Stanolind Pipe Line 
Co., Tulsa. 

12:15 P.M.—Special meeting of Ro- 
tary Club for International Guests at 
Hotel Tulsa. 

2:00 P.M.—Annual Meeting of the 
lsoard of Directors of the General As- 
sociation of the Mid-Continent Oil & 
Gas Association, 309 Tulsa Biulding. 

2:00 P.M.——Afternoon session of the 
A.S.M.E., Hotel Tulsa. 


Transportation Session 
I 


“Pluid-Meter Research of Flow of 
Oil Through Orifices, Flow Nozzles and 
Venturi Throats,’’ W. H. Carson, Uni- 
versity of Oklahoma, Norman. 

“Equivalent Lengths and 
eters,” W. G. Heltzel, Stanolind 
Line Co., Tulsa. 

6:30 P.M.—General Association of 
the Mid-Continent Oil & Gas Associa- 
tion annual banquet will be held in the 
Crystal Ballroom of the Mayo Hotel, 
The toastmaster will be the President 
of the General Association (J. D. Col- 
lett, Independent operator of Ft. 
Worth, Texas) and the assistant toast- 
masters will be the President of the 
Kansas-Oklahoma Division (E. R. 
lilley, the Texas Company, Tulsa), the 
President of the Texas Division (E. T. 
Moore, President, Simms Oil Co., Dal- 
President of the Louisi- 
Division (J. R. Craw- 
Operator, Shreve- 


Diam - 
Pipe 


and the 
ana-Arkansas 
ford, Independent 
port, La.). 

8:45 P.M. Pageant, 
Oil,’’ with east of 500. 

8:45 P.M.—-Demonstration of ex- 
tinguishing blazing oil and gas well 
fire by M. M. Kinley before the Grand 
Stand on Exposition Grounds. 


las) 
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Thursday May 17th 


8:00 A.M.—Golf tournament, second 
and third round matches in all flights, 
eighteen holes. 

9:00 A.M.—A.S.M.E. inspection trip 
of Oklahoma City Field and University 
ef Oklahoma Experimental Engineer- 
ing Laboratories, Norman, Okla. Leave 
from Hotel Tulsa. 

9:00 A.M.—Exposition gates open. 

9:30 A.M.—Sixth Mid-Continent Oil 
& Gas Association Safety meeting. 

10:00 A.M.—Mid-Year meeting of 
the Indepndent Petroleum Association 
of America at Mayo Hotel. 

Membership Meeting 

‘Production under the Code,” C. F. 
Roeser, Vice President, Planning and 
Co-ordination Committee. 

‘“‘Marketing Under the Code,” B. L. 
Majewski, Member of the Planning and 
Co-ordination Committee. 

“Refining under the Code,” Paul G. 
Blazer, Ashland Refining Co., Ashland, 
Kentucky. 

“Problems of Stripper Well Opera- 
tors Under the Code,’ W. J. Brundred, 
Oil City, Pennsylvania. 

12:15 P.M.—Civic Clubs 

12:30.—Dinner for “Old Timers” at 
restaurant on grounds, under Barney 
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Horrigan, Chariman of Old Timers 
Committee. 

1:30 P.M.—Sixth Mid-Continent Oil 
& Gas Association Safety meeting con- 
tinued on the Exposition Grounds. 

2:00 P.M.—lIndependent Petroleum 


Association of America Directors and 


Executive Committee meeting, Mayo 
Hotel. 
3:30 P.M.—Awarding of medal to 


the “Grand Old Man of the Oil Indus- 
try’’ at the “Old Timers’’ Meeting, at 
Replica of Old Drake Well. 

4:00 P.M.—Celebration of Diamond 
Jubilee of the Petroleum Industry in 
front of Replica of Drake Well with 
Titusville, Pa. delegation officiating. 

8:45 P.M.—Oil Capitol horse show. 


Friday, May 18th 


8:00 A.M.—-Golf finals. 
9:00 A.M.——-Exposition gates open. 
9:30 A.M.—Mid-Continent Petro- 


leum Safety Council meet under direc- 
tion of G. O. Lockwood, Chairman of 
Executive Committee of First Aid Con- 
test. 

9:30 A.M.-—Meeting of Marketers, 
Jobbers and Dealers with Refiners 1n 
special meeting at Hotel Tulsa. 

12:15 P.M. 
weekly meeting, Tulsa 
tors welcome. 

2:30 P.M.——Open Forum under 
Auspices of Scientific and Technical 
Committee of the International Petro- 
leum Exposition at the Mayo Hotel, 


Chamber of Commerce 
Building, visi- 


Oil News Services 
At Expo. Grounds 


TULSA, May 5.—Readers of 
Platt’s Oilgram and NATIONAL 
PETROLEUM NEws visiting the 
Petroleum Exposition here next 
week may keep in touch with 
important news and market de- 
velopments during their stay in 
Tulsa, by visiting the Oilgram 
and N.P.N. booth on the expo- 
sition grounds. 

Illustrative of the type of 
service maintained between the 
principal oil news centers of the 
country by these publications, a 
Bell Telephone Co. teletype- 
writer will be in place, receiving 
news from staff representatives 
at many points. 

News bulletins will be dis- 
played, so oil men can be ac- 
quainted, at all times during the 
day, with important oil develop- 
ments in Washington, in the 
fields and in market centers. 

The Oilgram and N.P.N. booth 
is in the usual outdoor location 
it has used previously in the gen- 
eral center of the grounds. 


W. A. Schlueter, Chairman. 
8:45 P.M.—Oil Capitol horse show. 


Saturday, May 19th 


9:00 A.M.—Exposition gates open. 

9:30 A.M.—Meeting of Marketers, 
Jobbers and Dealers with Refiners in 
Special Meeting at Hotel Tulsa. 

9:30 A.M.—The American Associa- 
tion of Petroleum Geologists, Research 
Committee, Donald C. Barton, Chair- 
man, will hold a special meeting on the 
fourth floor of the Chamber of Com- 
merce building. 

The Research Committee of the 
American Petroleum Institute. 

The Tulsa Geological Society. 

The Stratigraphic Society of Tulsa. 

The Oklahoma City Geological So- 
ciety. 

The above listed associations are co- 
operating with the American Associa- 
tion of Petroleum Geologists in this 
meeting. 

Subject:——‘‘Geological Changes in 
Petroleum Reservoirs Affecting Recov- 
ery.”’ 

8:45 


P.M.——Oil Capitol horse show. 


Canadian Crude Imports Up 


TORONTO, May 5.—Duties 
imposed by Canada on gasoline 
and other petroleum products 
imported into Canada have re- 
sulted in a material increase in 
refining operations in this coun- 
try, and a substantial decrease 
in the importation of finished or 
partially finished products. 

There has been an increase in 
imports of light crude oil in its 
natural state for refining from 
841,168,221 gallons in the 12 
months ended Feb. 28, 1933 to 
983,722,677 gallons in the 12 
months ended Feb. 28, 1934 and 
an increase in natural gasoline 
which refiners import to 40,875,- 
774 gallons. 


Canadian Oil Tariff 


TORONTO, May 5.—Hon. EB 
N. Rhodes, Dominion Minister 
of Finance, in the budget for 
the fiscal year ending March 81, 
1935, announced that free entry 
into Canada under the British 
preferential tariff will be per- 
mitted on crude petroleum not 
in its natural state, .7250 spe- 
cific gravity, or heavier at 60 
degrees temperature, when im- 
ported by oil refiners to be re- 
fined in their own factories. 
Such oil from other than British 
countries will be dutiable at 1.5 
cents per gallon. Heretofore it 
was dutiable from British coun- 
tries at 0.5 cent per gallon. 


NATIONAL PETROLEUM NEws 
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Eighth International Petroleum Exposition 











Expected to Draw Thousands 


Of Visitors to Tulsa 


TULSA, May 5 

T WAS many and many a year ago that the 

International Petroleum Exposition was 

started and many of those who joined as ex- 
hibitor or visitor to the first show will not be 
on hand this year. Their places will be filled by 
others, however, for 11 years in this industry 
has brought in thousands of new people. 

This exposition is the eighth of the series. It 
is the first since 1930. In the years 1931, 1932 
and 1933 the oil and supply men who constitute 
the board of directors decided that the state of 
the industry’s finances was such as to preclude 
success of a show. The exposition which is to 
open May 12 was the subject of considerable dis- 
cussion in several meetings of the board last fall 
and winter. The majority of the board were em- 
phatie in their opinion that the industry’s posi- 
tion had improved sufficiently to warrant resum- 
ing the exhibitions. 

The first exposition was held Oct. 8-14, 1923. 
Prior to this, the Purchasing Agents Association 
of Tulsa had maintained something of an ex- 
hibit, permanently in place of equipment. Some- 
where in the crowd the idea was born that a 
real show, with all manufacturers invited, would 
be a good thing. The result of several months 
planning surprised even the most enthusiastic of 
the planners. There were about 200 exhibitors 
and thousands of people, many from quite dis- 
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tant points, saw the sights. L. B. Jackson, Tul- 
sa oil producer, was president of this show, which 
bore the imposing title of International Petro- 
leum Exposition and Congress. 

Tulsa’s convention hall was the site of the first 
exposition and it was a trifle crowded. Arcades 
had been built along the sidewalks, stretching 
for some distance from the hall, and the booths 
were in these arcades. There was a consider- 
able display of heavy equipment, with drilling 
equipment in operation. 

There were a few vexatious things. Tulsa 
was still officially under martial law, imposed 
by Gov. Jack Walton—incidentally, he is run- 
ning for that job again this year—and the citi- 
zenry was smarting under the affront. No troops 
were in sight, however, and martial law had be- 
come merely a thing of proclamation. 

Then there was, as ever, concern 
price of oil. Oklahoma crude 
ated price, 90 cents to $1.75. Navy grade gaso- 
line, 614-634. Natural gasoline prices ranged 
from 71% to 814 cents. 

Manager of the first exposition was Ed F. Me- 
Intyre. Reid S. MeBeth, now with the Tulsa 
chamber of commerce, did the publicity work. 

The show was opened with a parade. A king 
and a queen had been elected for the occasion. 
Judge S. H. King, now deceased, was King Pe- 
troleum and Miss Dorothy Vensel, daughter of a 
Tulsa oil producer was Queen Petrolia. She is 
now Mrs. Robert D. Hudson, Tulsa, and has a 
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Left, Wiliam G. Skelly, 
who has_ been _ president 
of the International Petro- 
leum Exposition since 1927 


Right, William B. Way, 

general manager of the 

International Petroleum Ex- 
position 








daughter who in 15 or 16 years will be eligible 
for the role her mother occupied in 1923, if the 
exposition is then in need of a queen. The of- 
fice was sometime ago abolished. 


The congress was no small feature of the first 
show, with addresses by several foreign dele- 
gates, supply men and oil operators. Several 
associations held either regular or special meet- 
ings during the exposition. Among them were 
the American Institute of Mining & Metallurgi- 
cal Engineers, petroleum division; Western Pe- 
troleum Refiners Association; Purchasing Agents 
Association; Oklahoma Oil Jobbers Association; 
American Society of Mechanical Engineers; 
Southwestern Business Congress and the Mid- 
Continent Oil & Gas Association. 


A new organization, designed to promote fra- 
ternalism in the industry, was established. Few 
today remember the Knights of the Derrick. It 
lived about two years. 


At the conclusion of the first exposition a reso- 
lution was adopted by the congress endorsing the 
proposal to make the show an annual affair. 
The committee which drew the resolution was 
composed of J. A. Hull, J. K. Crawford, W. G. 
Skelly, D. F. Connolly and J. H. Markham, Jr. 
Of these, only Messrs. Skelly and Hull are liv- 
ing. 

A better site than the restricted area around 
Convention Hall was obtained for the second ex- 
position, held Oct. 2-11, 1924. On land belong- 
ing to the Prairie Oil & Gas Co. along the Frisco 
railroad, northeast of the main business section 
of the city, 459 exhibitors displayed their wares. 
L. B. Jackson, as president, and E. F. McIntyre, 
as general manager, continued in office from the 
time of the first show. The Congress featured 
several outstanding speakers and was held part 
of each day for three days. The expression ‘‘ten 
million dollar show’’ was coined to describe the 
second exposition and probably was fairly ac- 
curate. 
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About 100 exhibitors signed a round robin as 
the second exposition neared its end, saying they 
believed that one show each three years was 
adequate to show new developments in equip- 
ment. They insisted also upon greater represen- 
tation of exhibitors on the board of directors. 

This protest was reflected in the third show, 
held at the same site as the second, Oct. 1-10, 
1925, for the number of exhibitors had fallen to 
314—a loss of 145 from the preceding year. 
Nearly all of the big supply companies were out. 
There was criticism of those who were in that 
the exposition had gone in for too many carni- 
val attractions. 

Yet, the third show was pretty successful. Ad- 
mittances numbered 130,271 and 37 of the ex- 
hibitors reported that they had sold equipment 
to the total sum of $2,005,970. The producer 
was in a season of prosperity, with crude prices 
ranging from $1.15 to $2.43 per barrel and wild- 
cat drilling was flourishing. 

There was no exposition in 1926. One of the 
reasons for not holding it was the American Pe- 
troleum Institute’s annual meeting in Tulsa in 
December that year. 

By 1927, a complete reorganization had been 
effected and the show moved to the location it 
has occupied ever since. It purchased the land, 
put up buildings and settled down at the Tulsa 
county fairgrounds site to stay. This fourth ex- 
position was under the direction of William G. 
Skelly as president and J. Burr Gibbons as gen- 
eral manager. Mr. Skelly has occupied this posi- 
sion ever since and will be the official host to 
the 1934 exposition visitors. 

The fourth exposition opened Sept. 24, 1927 
and continued to Oct. 2, being held open a little 
longer than usual to make up for the several 
rainy days which held attendance down. The 
country was still greatly thrilled over Col. 
Charles A. Lindbergh, whose flight to Paris had 
been made earlier in 1927. He visited Tulsa 
during the exposition and was guest of honor 
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Gasoline stocks are mount- 
ing—but what kind of gasoline? 


Straight-run, half-cracked, 
knocking gasoline—that’s the 
kind that goes to storage 


But not Dubbscracked gasoline 


Buyers look for Dubbscracked 
gasoline and buy it—and pay the 
price for it and ask for more 


Universal Oil Products Co 18 A Dubbs Cracking Process 


Chicago Illinois \@ JAN 





Owner and Licensor 
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and principal speaker at the annual dinner of 
the Mid-Continent Oil & Gas Association. 

The congress had been discontinued at the end 
of the third exposition and has never been re- 
vived. The 1927 show was entirely devoid of 
carnival shows and the king and queen had ab- 
dicated. This fourth exposition was wholly 
business, which met with the approval of the 250 
exhibitors. The exposition had settled down to 
the policy which it has pursued ever since. 

The number of exhibitors at the fifth exposi- 
tion, held Oct. 20-29, 1928, was practically the 
same as in 1927. New buildings had been erected 
and the grounds greatly improved. Eighteen 
thousand attended on opening day, when Charles 
M. Schwab made the opening address. J. Burr 
Gibbons managed this show. 

William B. Way, the present manager, was in 
charge of the sixth exposition, Oct. 5-12, 1929 
and all space, in-and out-of-doors was taken. The 
attendance of 130,000 was the largest in the his- 
tory of the exposition. E. B. Reeser, then presi- 





Getting one of the exposition 
buildings ready for the 1934 
show. There are five per- 
manent exposition buildings 
on the grounds and it takes 
a walk of five miles at least 
to pass by all of the exhibits. 
The average visitor walks a 
good many more than five 
miles, however, before he 
has seen everything 


dent of the American Petroleum Institute, gave 
the opening address. One of the features of this 
exposition was an air derby limited to planes 
owned or leased by oil and equipment companies. 

The seventh and last show to date was held 
Oct. 4-11, 1930 and for the first time the mar- 
keting division of the industry especially in- 
vited to exhibit. The response was good and 
marketing took its place with producing, refin- 
ing and transportation, as a regular division of 
the exposition. 

The 1930 show attracted nearly 800 exhibitors, 
including all manufacturers whose products 
were shown by dealers. Two members of the 
Hoover cabinet, Robert P. Lamont, commerce 
and P. J. Hurley, war, were on the platform dur- 
ing opening ceremonies. Secretary Lamont and 
Henry L. Doherty were speakers. 

The last exposition was estimated to include 
about $13,000,000 worth of exhibits and from 
this standpoint was the largest of the expositions 
to date. 





Airplane view of Tulsa, home of the International Petroleum Exposition 
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~In Iulsa, the Oil 
Capital of the World 


ITH all lines of business —the oil business in 

particular—moving forward toward pronounced 
improvement, the National Bank of Tulsa is ready to 
assist enterprises which have the courage to carry out 
legitimate and constructive programs for the immediate 
future. 


The Oil Bank of America, with customers in oil pro- 
ducing countries throughout the world, is the meeting 
place in Tulsa for leaders of the Industry. Make your 
appointments to meet friends in our lobby during the 
International Petroleum Exposition—May 12-19. You 
will find a cordial welcome here. 


E. I. Hanron, TULSA OKLA. A. E. BrapsHaw, 
Chairman — F _ President 
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Aerial view of Tex- 
aco Salt Products 
Co. and Texas Co. 
refinery in West 
Tulsa. At the salt 
products plant vari- 
ous chemicals _in- 
cluding part of the 
ingredients used in 
Ethyl gasoline are 
recovered from an 
oil well 


Jobbers Invited to Inspect 


\odern Refimeries at Tulsa 


During Visit to Exposition 


HE latch string will be hanging outside for 

a oil jobbers at refineries and industrial plants 

in and near Tulsa during the jobber-refin- 

ery meetings here May 18 and 19, in connection 
with the International Petroleum Exposition. 

There are four modern refineries, not one of 
them more than 15 minutes ride from the heart 
of Tulsa. There are several industrial plants 
entirely or sufficiently dependent on the oil in- 
dustry to make a trip through them interesting 
and educational from the jobber’s standpoint. 

The largest refinery is that of the Mid-Conti- 
nent Petroleum Corp., in West Tulsa. This 
plant, rated at 40,000 barrels capacity daily, is 
complete in every way. Its convenient location 
necessitates a corps of guides to escort the large 
number of visitors who desire to see a refinery 
in operation. These guides are well versed in 
their duties and explain in language a layman 
can understand, the various operations as they 
are shown to the visitor. 

At the Mid-Continent refinery a visitor can 
see the older type ‘‘batch’”’ stills, the kind that 
were filled with crude oil, heated and the refin- 
ing operation carried on until that ‘‘batch”’ of 
crude was processed. These stills now are used 
in connection with lube oil manufacture, while 
the more modern continuous operation skimming 
and cracking stills are used for the first steps in 
processing of crude. 

Then there is the wax house where the paraf- 
fin wax is extracted from the wax distillate. Here 
are tiers upon tiers of shallow pans into which 
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the wax distillate is run and allowed to settle. 
And then there are the giant wax presses housed 
in a building where the temperature is sufficient- 
ly low to make a visit to that spot pleasant on 
a warm day. If a visitor is fortunate in visit- 
ing this building at a time when workmen are 
“dumping” the wax from one of the presses, the 
sight is one long to be remembered. With crow- 
bars the workmen move along the presses, pry- 
ing apart the canvass covered steel plates, and 
gouging off the thick sheets of wax. 

The visitor is taken through the lube plant; 
through the ‘“‘tail house’? where he can see, 
through the glass ‘‘look-boxes’”’ the streams of 
gasoline, kerosine, distillate and naphthas pour- 
ing from the stills and flowing into run-down 
tanks where they will be pumped to storage 
tanks after proper treating. 

And finally there is the completely equipped 
laboratory, where a staff of chemists is busy 
24 hours a day, running distillations on various 
products, testing new crudes, carrying on ex- 
perimental work and research. Here the visitor 
can see distillations being run on gasoline, vis- 
cosity tests being made on lubes and fuel oils; 
and perhaps the miniature stills in one corner or 
just outside the laboratory will be operating, 
with an operator carefully checking the opera- 
tion to determine the percentage of various prod- 
ucts that particular type of crude will yield. 

A short distance from the Mid-Continent plant 
is that of the Producers & Refiners Corp. Here 
the visitor can see one of the modern pipe stills, 
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For Extreme Service 


That’s the kind of service demanded of truck 
tires in the Oil Industry. That’s why Producers, 
Refiners and Distributors everywhere specify 
Goodyears. 


Goodyears have that extra STRENGTH for 

heavy loads. That tough ground-gripping 

All-Weather tread for better TRACTION—more 

POWER. And under the tread—patented pre- 

shrunk Supertwist Cord construction for long 

: life—ECONOMY. It’s no wonder more tons are 

en | hauled on Goodyear Truck Tires than on any 
other kind. 


These exclusive Goodyear features are your 
assurance of the best—and Goodyears cost no 
more than ordinary tires. 


Patented pre-shrunk Supertwist 
cord construction. 


Body rubber chemically toughened. 
New flat,high-shoulder tread shape. 
New improved bead construction. 


World- famous, exclusive All- 
Weather tread. 


Pima cotton, longest fibre grown. 


Ask the nearest Goodyear dealer to prove to 
GOODYEAR K-RIMS make tire changing you by actual test that Goodyear Truck Tires . 
easy—give added strength and safety are MONEY SAVERS. 
—save time and money. 
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VERTISING GOING 


TO KEEP 


BUSINESS COMING 


NATIONAL 


May 9, 


There is no time or place this year for 
real or imaginary summer let-downs in 
any branch of business. Things are 
going ahead. Keep them moving... 
Keep business coming . . . Manufac- 
Sell! 


ture... Advertise... 


A Big Summer For Business 
If our business is any indication (and 
we think it is) there will be no sum- 
mer slack in sales effort and activity. 
Here we are in early May with about 


80% of our present clients already 


NEW YORK - 


BROADCASTING 


CHICAGO ° 





signed to continue broadcast adver- 
tising during the summer. That means 
our bookings for the summer months 
are greater than for any previous sum- 
mer in NBC history. And it also means 
that our clients are manufacturing, and 
people are buying. Advertising is a 
barometer of business, and advertising 
appropriations are on the increase. 
Which emphasizes our point “This 
summer, more than ever, keep adver- 


tising going to keep business coming”. 


COMPANY, 


SAN FRANCISCO 


Broadcasting Headquarters 
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with all operations from the flow of crude 
through the stills, to the temperatures at vari- 
ous points from the crude inlet to the run down 
tanks, recorded and controlled from one cen- 
trally located room. This plant is rated at 6000 
barrels daily capacity. . 

A short distance south of these two plants is 
the West Tulsa refinery of The Texas Co., a 
plant rated at 14,000 barrels daily capacity. Here 
are located the Holmes-Manley cracking unit 
from which are produced the ‘‘Fire Chief’’ gaso- 
line. 

At the same location is The Texaco Salt Prod- 
ucts Co., a huge plant devoted exclusively to 
the manufacture of various salts for household 
and industrial use. At this plant, the waste 
heat from the refinery is utilized to process these 
salts from the salt water wells near the plant. 

While in West Tulsa a trip to the shops of 
the North American Car Corp. would undoubted- 
ly prove of considerable interest. Every job- 
ber knows all about the top and bottom of a 
tank car, but it is doubtful if many of them 
knew the insides and outsides of these conveyors 
of petroleum products. At the shops of this cor- 
poration tank cars are repaired and rebuilt. 
Giant machinery handles the steel frames and 
plates with the ease of a child handling a toy. 
Here the visitor may see the steel ‘‘chassis”’ of 
a tank car, twisted and warped in a wreck, be- 
ing straightened. Of the head of a tank car 
being pressed into shape. 

The General Paint Corp. has a complete plant 
on the Sand Springs road, about two miles from 
Tulsa. This company is operating 24 hours a 
day, and visitors will be permitted either day or 
night. This company makes at this plant vir- 
tually all the paints for the larger oil companies, 
such as Mid-Continent Petroleum Corp., The 
Texas Co., Cities Service Oil Co., Shell Petroleum 
Corp and numerous others. At this plant the 
jobber can see the colors of his supplier being 
mixed and packed. 

Near the General Paint Corp.’s plant are those 
of the Missouri Valley Refining Co., the Tulsa 
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Pressing out the 
shell of a tank car 
at the West Tulsa 
plant of North 
American Car Corp. 


Refined Oil Co. and the Satin Oil Co., manufac- 
turers of lubricating oils and greases. At these 
plants the visitor can see these oils compounded 
and packaged. 

At Sand Springs, about 15 minutes from Tul- 
sa, is the refinery of the Sinclair Refining Co. 
This plant has a capacity of 8000 barrels daily, 
and is equipped to manufacture lube oils as well 
as the lighter oils. 

And finally there are the large bulk plants of 
the refining and marketing companies which 
supply Tulsans. These plants are equipped with 
the most modern handling and storage equip- 
ment. 





Proposes New Cutting Oil Specification 


CLEVELAND—A proposed revision of specifi- 
cations for Mineral-Lard Cutting oils, VV-0-251, 
has been submitted by the Federal Specifications 
Board, to the trade for comment and criticism. 
Comments should be in the Board’s hands not 
later than eight weeks from the date of the let- 
ter of the chairman, which was dated April 16, 
1934. 

Among the items in the new specification is 
one which states that the soda solution for 
emulsification of the mineral and lard oils shall 
not be more than one per cent alkalinity, calcu- 
lated as Na,CO,. This may be obtained by 28.5 
grams or less of 58 per cent of soda ash dissolved 
in 3.31 liters, (7 pints) of water. 

The test specifications for the finished oil are 
as follows: 


Test Limit Method of Test 


Grade 1 Grade 2 A.S.T.M. 
Viscosity, Saybolt Univer- 
sal Sec. at 100°F......... 140-190 190-220 D88-33 
Flash Point, °F. (Min.).... 300 325 D92-33 
Pour Point, °F. (Max.)...... 45 45 D97-33 
Color, A.S.T.M. No. (Max.) 6 6 D155-32T 
Neutralization No. (Max.) 14.0 14.0 D188-27T 
Fatty Oil Content, per cent 25-30 25-30 D94-28 
Water Content, per cent 
(eee ee 0.5 0.5 D95-30 
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z z ARE YOU? 


HE SALES RECORD On the left speaks for itself. It 
ye made by a quality product—and during de- 
pression years! Today more than one-third of all 
U.S. motor oil sales are of Pennsylvania motor oils. 
135% The trend toward better quality in motor oils is 
stronger today than ever. Modern motors require it. 
Informed motorists demand it. 

The best way to sell this profitable market is to 
push an emblem-protected Pennsylvania motor oil. 
Pennsylvania oils always have been, and are now, 
the world’s premium-quality motor oils. Those 
125% which are sold under the protection of the insignia 
of the Pennsylvania Grade Crude Oil Association 
offer you special sales advantages. 

The public knows and trusts this emblem. Millions 
of advertisements are making it even better-known. 

The emblem smooths the way for your own sales 
story. It allows you to spend all your time selling 
IS % the special qualities offered by your brand. 

Put this powerful force to work for you. Share the 
progress and prosperity of Pennsylvania oils! Take 
on and push an emblem Pennsylvania oil. 
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PENNSYLVANIA GRADE CRUDE OIL ASSOCIATION 
Oil City, Pennsylvania 
105% 
ma ' ’ 
1929 1930 1931 1932 1933 ———- HIS is the famous Pennsylvania em- 


blem—the insignia of this Associa- 
tion. It is not a brand or mark of equal 
quality. It guarantees that the member’s 
motor oil sold under it meets the mini- 
mum standards set by this Association, 
and is 100° Pennsylvania. Millions of 
advertisements in Saturday Evening Post 
and Time are telling consumers about 








SALES OF PENNSYLVANIA 
LUBRICATING OILS 
The chart above is based on the year 


1929 as 100%. With one exception, each : emblem-protected Pennsylvania motor 

¥ ptamit mumere. re a ‘ ° 
year since 1929 has shown a remarkable Mids am oils. These advertisements are paving 
growth in Pennsylvania oil sales. the highest grade crude oil in the world the way for your profit. 
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Many Kefinerites, 


Producing Fields 


Can be Seen on Short Side Trips 
By Visitors to Tulsa Exposition 


S IN former years, the 1934 exposition in 
A Tulsa will bring many a visitor who is un- 

acquainted with the Mid-Continent oil in- 
dustry. Oklahoma has much to show in the way 
of fields, refineries, natural gasoline plants and 
pipeline stations and those who plan to get out 
in the oil country will find excellent highways 
leading to the fields and refinery centers they 
may want to see. 

The accompanying map has been prepared for 
the benefit of the exposition visitor who wants 
to do a little touring. On it are shown the high- 
ways which lead to several of the larger fields 
and to the principal refinery towns and cities 
of Oklahoma, that are in easy driving distance. 
Many of the towns so named have been well 
known in the oil industry for years. 

At the west edge of Tulsa are three large re- 
fineries, that of the Mid-Continent Petroleum 
Corp. being the largest in the state. Near it 
are the plants of The Texas Co. and the Produc- 
ers & Refiners Corp. Near the refinery of The 
Texas Co. is the affiliated Texaco Salt Products 
Co.’s large plant, recovering from salt water a 
number of commonly used chemicals and salt. 

At Sand Springs, just west of Tulsa, is the re- 
finery of Sinclair Refining Co. and continuing on 
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Map of principal automobile roads from Tulsa to major 
oil fields and refinery centers within short driving 
distances 


Highway 64, the town of Cleveland, location of 
the Johnson Oil Refining Co. plant and Enid, 
where Champlin Refining Co. and Eason Oil Co. 
have large up-to-date refineries. 

If State Highway 33 be followed from its junc- 
tion with Highway 64 West of Sand Springs the 
visitor will arrive at Drumright, where Tide Wa- 
ter Oil Co. has a refinery, and Cushing where are 
grouped plants of the Deep Rock Oil Corp. Cush- 
ing Refining & Gasoline Co. and Illinois Oil Co. 

The road leads on from Cushing to Oklahoma 
City, location of one of the country’s greatest oil 
fields, near which are situated a number of small 
skimming plants. 

Other refining centers shown on the map are 
Barnsdall, where the Barnsdall Corp. has a 
plant; Ponca City, home of the Continental Oil 
Co. and location of its principal refinery. At 
Ponca City the Empire has one of the large 
plants of the Cities Service group and at Black- 
well is one of the refineries of the Globe Oil & 
Refining Co. and one belonging to the Cushing 
Refining & Gasoline Co. 

At Bristow is the refinery of Marathon Oil Co., 
on which an extended modernization program 
was recently completed, and the Oklahoma 
plant of the H. F. Wilcox Oil & Gas Co. 

At Okmulgee are three refineries, Barnsdall, 
Phillips Petroleum and Empire. At Allen is the 
plant of Sunray Oil Corp. and at Muskogee the 
Pure Oil Co. has a refinery. 

Position of Bartlesville is shown on the map, 
although through error the paved highway from 
Tulsa is not shown. This is Highway 75 and 
the distance from Tulsa is 55 miles. Bartles- 
ville is headquarters for the Empire Oil & Re- 
fining Co., the Indian Territory Illuminating Oil 
Co. and Phillips Petroleum Co. 

Refinery centers in southern Oklahoma, such 
as Duncan, home of the Rock Island Refining Co., 
and Ardmore, where Wirt Franklin Petroleum 
Corp. and Pure Oil Co. have plants, are not 
shown on the accompanying map. 





New Field Opened 

CHICAGO, April 16.—The Stanolind Oil and 
Gas Co. has just brought in an oil well in Reno 
county, Kansas, which apparently opens a new 
field in that state, according to Standard of In- 
diana offices here. 

The well is located about 16 miles south of 
the Burton pool. It has been drilled to 4067 
feet and is flowing on test at around 1000 bbls. 
of pipeline oil a day. 
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The FWD front axle permits easy steering while 
power is applied to the front wheels. It is exactly 
like a rear axle except at the steering ends. The 
drive ta the wheels is effected through single 
universal joint at the outer ends of the axle shafts, 
which freely transmits the power to the wheels in any steering 
position. The axle universal joint is entirely enclosed in a ball 
and socket joint (shown in inset), which carries the front axle 
load and permits easy steering. The simplicity and efficiency 
of the FWD front axle steering and driving ends accounts for 








its perfect cperation. Twenty-three years of engineering re- | 
finement gained through the successful operation of more than 
30,000 trucks has made this steering knuckle the most trouble- 
free unit. It actually requires less attention than the steering 


ends of a non-driving front axle. 


The propelling force to 
the front axle of the 
FWD truck is always inthe 
same direction in which 
the truck is steered, re- 
gardless of whether itis 
straight ahead or noi. 
The tendency to skid has 
been greatly reduced. 
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The propelling force 
(push) to the front axle 
of a rear drive truck is 
always straight ahead. 
This force works against 
the steering force when 
the wheels are cramped, 
which has a tendency 
to make the truck skid. 








Capacity of Tank 2500 Gallons 
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The A.A.A. does some Fancy Figuring 


By J. C. Chatfield 
N. P. N. Staff Writer 


C narces by the American Automobile 
Association that the oil industry cheats the 
public out of $40,000,000 annually are not 
justified on the basis of the association’s own 
survey and the survey was not conducted on 
a basis which would make it fair to the oil 
industry. 


HE American Automobile Association re- 
F cently has made a vicious attack on the dis- 

tributing branch of the oil industry. In 
this attack it alleged that motorists are being 
mulcted of $40,000,000 annually due to short 
measurement in the sale of motor oil. It is 
charged also that losses to motorists accruing 
from substitution, etc., probably are as heavy 
as the losses from short measurement. 

According to news reports made public by the 
Automobile Club of New York, the contest board 
of the American Automobile Association pur- 
chased samples of motor oil at 100 outlets in the 
metropolitan district of New York. Purchases 
were made in Manhattan, the Bronx, Brooklyn, 
Long Island, part of Westchester county and in 
New Jersey communities. 

There was some degree of shortage in delivery 
at 79 of the 100 outlets and some degree of over- 
delivery at 16 outlets, it was charged. The board 
pointed out, however, that the 16 which gave too 
much oil did not deliver a very great excess. 
Out of the 79 outlets which gave short measure 
36 sold quantities which were 5 to 15 per cent 
short. The remaining 43 outlets gave shortages 
of less than 5 per cent. 

“If conditions in the New York area reflect 
practices throughout the country, and we believe 
that they do, motor vehicle owners are being 
mulected of $40,000,000 a year through short 
measurement alone in their purchases of motor 
oil,” the American Automobile Association said 
in its statement to the press. 

The association displays an exceedingly poor 
brand of arithmetic when it lets such a large 
juicy figure roll lightly off its tongue and very 
poor judgment when it applies results found in 
one metropolitan community to selling prac- 
tices of a nation the size of the United States. 

When one applies results obtained in a check 
of 100 outlets to get an estimate of what is done 
at 350,000 outlets the chances of error grow very 
great indeed. If 79 out of 100 persons in New 
York are found to pronounce ‘Jersey’ as if it 
were spelled “Joisey’’ it may not be assumed 
without fear of error that 97,960,000 persons in 
the United States make the same error in their 
diction. 

Let’s examine the arithmetic of the AAA a 
moment to see if the figure of $40,000,000 works 
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out on the basis of the survey of its own contest 
board. 

Total motor oil sales in the United States in 
1933 were 9,500,000 barrels according to an 
estimate of the National Automobile Chamber 
of Commerce. Assuming an average selling 
price of 80 cents per gallon for all motor oil sold 
the total paid by motorists in 1933 was $319,- 
200,000. 

In order to gyp the American motorist out of 
$40,000,000 through short measure the average 
delivery to the buyer must have been 12.25 per 
cent short. 

The AAA board found that 79 outlets delivered 
an average shortage of 4.6 per cent. Assuming 
that 79 per cent of all the outlets in the country 
(257,000) are doing the same thing we may 
estimate that the 257,000 gyp artists wrongfully 
and feloniously took $11,599,728 from the un- 
suspecting motorists last year. 

On the other hand the AAA admits that 16 
outlets gave an average overage of 2.25 per cent. 
Assuming that 16 per cent of all dealers are as 
generous as the 16 in the vicinity of New York 
it may be estimated that motorists were given 
$1,149,120 more oil than they paid for. 


HE net loss to all motorists on the basis of 
the AAA survey was thus $10,450,608 and 
not $40,000,000. The AAA statisticians were 
only 272.7 per cent too high in their estimate— 
if we accept their basic figures, which we do not. 
If the AAA sleuths had shaved their figure 
down to what the survey indicated and charged 
the oil industry with gypping the public out of 
$10,450,608 instead of forty millions we still 
would take issue with them as to the correctness 
of their conclusions because of the small number 
of stations visited in a small area. 


The AAA makes other charges in its blast 
to the newspapers, presumably to get the motor- 
ist to pay in his annual fees and get under AAA 
protection. It alleges that the wrong viscosity 
oil was given at 63 stations which, according to 
AAA calculations, makes 210,500 stations give 
the customers SAE 30 when they ask for SAE 
20 or vice versa. 

It is charged also that the oils bought did not 
merit a quality rating on pour test “‘thus imped- 
ing car efficiency in a weather period such as 
that through which the country has been going.”’ 

The AAA release was dated March 5 and it 
may be assumed from the comment quoted above 
that the survey was made during the extreme 
cold weather of January or February although 
data on this is not given. 

The key to the AAA charge of substitution of 
a wrong grade may be found in the report of 
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ALLover the States and in Canada 
Walker Electric Lifts are going into 
service fast. Every day since this 
modern equipment was first intro- 





duced to the trade, one or more instal- 
lations have been made. And here are 
some of the reasons for this widespread 
acceptance and growing popularity. 
When a ear is raised on the electri- 
eally driven Walker Lift, all the parts 
underneath are accessible. There is 





nothing to interfere—which makes 

INDIANAPOLIS Ind. CHRYSLER this a double-duty lift— better for lu- RALEIGH *;: » +++ + HUDSON 
C.H.Wallerich — brication as well as repair work... Ser- T ienan Motors, Ine. 

vice men appreciate the convenience 

of having everything clear beneath the 
ear. That is why they say that the 
Walker Lift gives them the advantages 
ofa pit, with none of the disadvantages. 
Other advantages which are selling 
Walker Lifts are these . . . Ease and 
low cost of installation inside or out- 
side—on upper floors or over base- 
ments—even on made land or rock... 





Ease and low cost of moving lift to new 

Neb. ....... BUICK _ lecation, if desired . . . Economy—no Okla... . PONTIAC 
LINCOLN Fred S. Sidles Motors 2 —direct electric drive—low total in- SHAWNEE Kuykendall - Ramsey 
ined oe , vestment—low operating cost.... You 
will want to know all about this mod- 
ern car service lift. See your nearby 
Walker jobber or mail coupon below. 


BY THE MAKER OF WALKER JACKS 
AND DIRECT-FLOW EXHAUST SILENCERS 


Walker Manufacturing Company 
Racine, Wisconsin 


Please send full information about 
the Walker Electric Lift — both free- 
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the contest board, but not in the press release. 
The contest board reported that it asked in each 
case for an SAE 40 motor oil. The fact that the 
board asked for this grade makes it apparent 
that it went out purposely to find substitution. 
In the press release the AAA says: 

“Particular importance attaches to this sub- 
stitution because the manufacturers of automo- 
biles tend more and more to recommend the use 
of a specific grade of oil in order to secure the 
most efficient operation, the maximum mileage 
and the minimum wear and tear on vital parts 
of the automobile.”’ 


This statement is of interest since the report 
shows that the board asked for an oil which is 
not recommended by any automobile manufac- 
turer for winter operation and only by a very 
few for summer operation, except for heavy duty 
work on long, hot drives. We doubt whether 
one bona fide customer in a thousand would 
drive into a service station on a cold winter day 
and ask for SAE 40 oil, particularly in view of 
the widespread advertising of the new lighter 
winter oils conducted last winter. Indeed, many 
stations do not stock SAE 40 oil in winter, unless 
they just happen to have some left over from 
summer. 


The facts are that SAE 40 motor oil is built 


for hot summer heavy duty service and is not 
built with a low pour test. It is two grades too 
heavy for the average New York winter and 
three grades two heavy for last winter. 


If the purchases were made on cold days, as 
seems apparent from the text of the press re- 
lease, the shortages reported are readily ac- 
counted for at stations which actually delivered 
SAE 40 oil due to clingage of such heavy oil. It 
is interesting that the large shortages were at 
36 per cent of the stations and SAE 40 was de- 
livered at 37 per cent of the stations. 


From a study of the report it is apparent that 
the AAA deliberately went out to find something 
wrong and took unfair means to find it. With 
the forty million dollar calculation as cockeyed 
as itis and with SAE 40 summer oil called for in 
winter the other charges may well be dismissed 
until the AAA gets its adding machine fixed up 
and until it puts on an honest survey embracing 
several thousand stations in several hundred 
communities in all parts of the country. 


Unfortunately the AAA has had its say. Dam- 
age has been done the oil industry, and certainly 
the AAA is not going to admit that it was wrong 
—that wouldn’t help the membership campaign. 
The libel law ought to be extended to such ap- 
parently malicious attacks. 





Oil Business of Co-operatives 


WASHINGTON, May 3 

ARMER co-operatives handling petroleum 
F products did a total business of $35,000,000 

during 1933, according to figures made public 
today by the co-op. division of the Farm Credit 
Administration. 

There are about 600 oil co-ops. most of which 
are in the Middle West, it was said. Minnesota 
leads all other states in number of associations, 
followed by Illinois, Iowa, Nebraska, and Indi- 
ana, in the order named. 

Approximately 350,000 farmer-members own 
and control these organizations, it was esti- 
mated. 

According to data assembled by the FCA, 52 
oil co-ops. in Minnesota, Wisconsin, and Iowa did 
a total business of $2,600,000 in 1933——an aver- 
age of $50,000 for each co-op. 

Average net earnings of each—paid to its 
members at the end of the year in the form of 
patronage dividends—was about $5000. Thus 
about 10 cents was returned for every dollar’s 
worth of gas and oil the member bought from 
his association, it was pointed out. Average 
amount of capital for these organizations slight- 
ly exceeded $7000. 

Oil co-ops. began to appear in numbers in 
1924, the report related. The movement spread 
rapidly, reaching its peak in number of new as- 
sociations in 1930. The first association in Min- 
nesota was formed in July, 1921. 

The Community Oil Co., of Watertown, S. D., 
last year shipped in 694,895 gallons of gasoline, 
200,677 gallons of tractor oil, and 86,437 gallons 
of kerosine. Its patronage dividends amounted 
to $27,617, or 16 per cent of total sales. 

Handling 736,429 gallons of gasoline and 
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Totals $35,000,000 in 1933 


224,262 gallons of kerosine last year, the Nobles 
County Co-op. Oil Co., of Worthington, Minn., 
has just distributed a patronage dividend of 
$21,449, or 15 per cent, to its 953 members. 

The patronage dividend of the Chetek Equity 
Co-op. Oil Co., of Chetek, Wis., was $7956, and 
of the Co-op. Gas & Oil Co., of Sioux Center, Ia., 
$11,306. 

“Business of these local companies,” the re- 
port explained, ‘“‘has become so large that sev- 
eral wholesale associations have been formed to 
enable them to pool their purchases.”’ 


Among the first of these, was the Union Oil 
(Co-op.) Co., of North Kansas City, Mo., organ- 
ized in 1928. It serves as a wholesale distributor 
for 150 local member associations, and reports 
that, during January of this year, 21 new mem- 
ber associations signed up, according to the FCA 
statement. The Union company operates its own 
fleet of tank cars through the tier of states be- 
ginning with the Dakotas. 


In 1930, the Farm Bureau Oil Co., of Indian- 
apolis, was organized for wholesale buying for 
Farm Bureaus handling oil in Ohio, Indiana, and 
Michigan. At present it serves 75 bulk plants in 
these three states. 

Announcement has just been made, the FCA 
said, that 32 new plants are to be installed this 
spring—20 in Ohio, 6 in Michigan, 4 in Indiana, 
and 2 in Pennsylvania. In Indiana the organiza- 
tion has 286 truck drivers with routes laid out 
so that they call on farmers in their district once 
a week. 

Last year’s distribution totaled 17,000,000 
gallons of gasoline and kerosine, 500,000 gallons 
of lubricating oil and 350,000 pounds of grease. 
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AUTOMIXER 


Remarkable Improvements 
in Blending and Handling of Lubricating Oils 


If operating records taken from a number of plants using commercial size units mean 
anything, the AUTOMIXER bids fair to bring great changes in and benefits to the oil 
blending industry. It improves the quality of blends and reduces the cost of producing 
them. It simplifies handling operations. It makes possible new economies in the market- 
ing of oils. 


These distinct benefits have been well-established: 


Operating costs, contrasted with those blend can be duplicated within the above 
of conventional blending methods, show limits of accuracy at any later date. 


substantial reductions. Oils are blended at normal temperatures 
Original investment cost is less by 20 and the blends obtained are permanent. 
to 30%. Great flexibility is provided, it being 
Blends are consistently uniform, the var- practicable to use widely varying basic 
iations being within !/, of 1%. stocks and to shift quickly from one blend 


Repetitive accuracy is assured; any to another. 


The AUTOMIXER, both commercial size and operating model will be exhibited at the 
Tulsa Exposition. All those interested in blending are invited to inspect the unit and 
to discuss its application to their problems. To those not attending, we will be glad 
to send a descriptive folder. 


WALLACE, MULLER & CO., LTD. 
75 WEST STREET, NEW YORK, N. Y. 


Sold and distributed in the United States and Canada under license arrangement. Manufactured in the United States under U. S. Patent No. 1,923,518 and patents pending. 
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Gasoline Pump Industry 


By 
G. Denny Moore* 
° 


Prepares for Recovery . . 


with New Designs to Harmonize 
with the Modern Service Station 





® 


Tere is nothing much more incongruous 
than a new-type service station of the sort oil 
companies and jobbers are building now or 
creating through remodeling, equipped with 
old-type pumps of the unhappy design of past 
years. Realizing this the gasoline pump 
manufacturers have followed in the tootsteps 
of other industries, have called in artists and 
architects to help them design pumps which 
will satisfy the eye and fit in with new sur- 
roundings. 





@ 


HAT super merchant, the late John Pater- 

é son of the National Cash Register Co., set 

his course for success under the slogan, 
“We Progress Through Change.” 

No better adaptation of this modern business 
philosophy could be cited than the development 
in the newest types of service stations. Quick 
to catch the public reaction to improvement in 
style and utility, the designers have shown ex- 
ceptional skill and vision in providing features 
that place this roadside merchandising mart on 
a plane with other up-to-date business centers. 

Yet one discordant note sometimes remains in 
the picture—that is, the gasoline pump. The 
beauty of the building and its setting are too 


*Managing MDirector, Gasoline Pump Manufacturers 
Ass'n., New York. 
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This is not a totem pole museum. The towering pillars are gasoline pumps of varying vintages—obsolete, anti- 
quated and prehistoric, bearing no relationship in design to the building and, in fact, destroying its effectiveness 
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often marred with pumps of obsolete type, 


architecturally and mechanically. The general 
effort toward modernization fails in just that 
one respect—incompleteness. 


The oil merchants are standing at the dawn of 
an extraordinary era in new ideas and ideals, 
new policies, new products and service. Among 
the scores of thousands of service stations oper- 
ating over the country, there are beginning to 
appear, here and there, beautiful structures 
consistently designed and authoritatively styled. 

This development is following the trend of the 
city improvement plan. Shabby old corners are 
being dressed up with new and modern build- 
ings. Attractive trade centers are springing up 
in forgotten communities. Service stations are 
falling in line to fit their environment. Ugly 
and ancient establishments for marketing oil, 
as they prove their ineffectiveness to attract the 
discriminating motorist, are being rebuilt or re- 
novated for greater utility and attractiveness. 


The Pump Is the Motorist’s Beacon 


The predominant feature of every service sta- 
tion is the gasoline pump, beckoning the anxious 
motorist, as far as the eye can see, to a haven of 
service and supply. Occupying, as it does, this 
capital position, it should give instantly the as- 
surance of dependability and service. An old- 
style, early model pump of clumsy design and 
antiquated mechanism, will not impress the 
critical prospect favorably. It must look right 
and be right to establish confidence and draw 


patronage in competition with other more alert 
stations. The insides of the pump, or its mechan- 
ical operations, are judged from the outside, and 
the purchaser in doubt goes on to another place 
to buy. 


A Business Machine 


Designs have changed with the times. The 
gasoline pump has taken its proper place in line 
with other modern business machines. As with 
the cash register and the computing scales, de- 
sign and style have kept pace with efficiency and 
utility. The graceful attractive lines of modern 
business architecture have replaced the irregu- 
larities and ugliness of the previous typical shop 
product. The artist and the architect have come 
into the gasoline pump industry as they have 
come into the field of design of other business 
machinery. Standing as it does in public view 
before the whole parade of motordom, the gaso- 
line pump is beginning to claim consideration for 
design and appearance. 


Consumer Confidence 


In these days of so much publicity on the ac- 
curacy of measuring devices, the confidence of 
the buying public in what it is getting for its 
money is of especial importance. Efficiency and 
safety are always more easily assured through 
a service that is modern and attractive. It is 
equally so with the oil buying motorist, who is 
bound to judge the dependability of the service, 
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The same station as shown on the previous page. Here 


architecture and design prevail, with modern pumps 


styled to fit the setting. There is no false note in the installation 
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station by the impressiveness and the up-to-date- 
ness of its equipment. 

Between two stations, one with sub-standard 
and unattractive pumps, and the other with new 
pumps, architecturally and pleasingly styled, the 
buyers’ feeling of confidence would quite natur- 
ally rest in the latter. This phase of merchan- 
dising science is of deep importance and no serv- 
ice station can afford to ignore it. 

There are approximately one million gasoline 
pumps in service, more than two-thirds of which 
are of obsolete type and design. In the oil mar- 
keters’ program of improvement in service sta- 
tions and sales presentation, this vast amount of 
dispensing apparatus will need to be replaced 
with new, efficient and attractive equipment. To 
promote this step is as important as any other 
in their plan of progress. The gasoline pump 
can establish or destroy much of the architec- 
tural harmony of the whole, according to 
whether it harmonizes or clashes with the set- 
ting. 

To be up-to-date and merchant-minded in this 
matter of installing the best equipment adds very 
little to the total investment. The land, the 
buildings, pits, lifts, tanks and general equip- 
ment, in the most modest establishment, amount 
to seldom less than $5000, and, in business com- 
munities, generally many times this amount. 
Inclusion of the newest models of meter pumps 
in an enterprise so costly and so necessary as the 
service station, will add less than $200 for each 
unit, but an inestimable amount of dividend- 
paying, good-will-making improvement to the 
‘business. 


Capitalizing Misfortune 


One of the outstanding victims of the depres- 
sion is the gasoline pump industry. From 1929 
to 1934, the volume of sales for this industry fell 
off more than 85 per cent. The major portion of 
this loss of business was caused by the depressed 
economic conditions generally. 

In 1932, at the depth of the business reces- 
sion, gasoline pump sales had dropped more than 
60 per cent and the pump manufacturers thought 
their low limit had been reached. But they were 
due for another stroke of misfortune unsus- 
pected at that time. On Sept. 2, 1933, the sign- 
ing of the petroleum code prohibiting oil com- 
panies from loaning or leasing or giving pumps 
or other dispensing equipment, immediately shut 
off 75 per cent of the already sadly depressed 
gasoline pump market. 

An incidental ally in the course of recovery 
for the gasoline pump manufacturing industry 
was the gradual growth of architecture in the 
service station. The improved appearance in 
new stations and the remodeling of old and un- 
attractive stations revealed the need of the 
change in design of pumps that would be con- 
sistent with the architectural setting. In quick 
response to this need, the gasoline pump indus- 
try has discarded the old, shapeless designs and 
introduced grace and beauty in pumps that con- 
tribute all that could be desired in appearance. 


Improved Mechanical Features 


Attention to design has not been at the ex- 
pense of utility. A number of phenomenal im- 
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provements have been added to the gasoline 
pump. Here again, the gasoline pump stands 
abreast with other modern business machines in 
anticipating the necessity for efficiency, accu- 
racy and safety. It may be helpful to know some 
appropriate facts on the practical differences 
between obsolete and up-to-date pumps. 

Quick service is of prime importance to the 
gasoline purchaser, and the station with speed 
on its motto gets the preference. Speed in dis- 
pensing gasoline has been increased in pumps 
appreciably throughout the developments of the 
past 30 years. Since the early types of blind, 
hand-operated and visible gravity drain pumps, 
dispensing at the rate of about eight gallons 
a minute, the time required for serving the mo- 
torist has been reduced a half, considering both 
the 50 per cent faster flow of liquid, and the con- 
venient nozzle control of operation in the present 
day type of meter pump. 

This saving in time means much to the hurry- 
ing motorist. It means more to the service sta- 
tion owner, as it affords the profitable opportun- 
ity to offer the customer other service and mer- 
chandise in the station. Many an extra quart 
of oil, can of polish, or other product for the 
automobile, is sold in the extra minute or so 
saved by the speed of the modern pump. 


Repairs and Maintenance 


The same relative progress has come about in 
the endurance and correctness of the present 
meter pumps in comparison with the hand- 
operated types. Through experience in combat- 
ing varying conditions and exposures, the manu- 
facturers have been able to produce pumps of 
minimum trouble for maintenance and accuracy. 
Repair work that was once a substantial factor 
for both the service station and the pump manu- 
facturer, is not so considered today except in 
cases of natural wear and of accidental break- 
age. This improvement alone represents a great 
saving to the station owner. 

The gasoline pump has not been a short-lived 
product. The present-day type, however, is more 
durable, considering its heavier and more con- 
tinuous usage. The building of the modern 
pump and the arrangement of its parts consti- 
tute a far more fool-proof product than its pre- 
decessors. With proper allowance for future 
development, replacement should be a very 
slight probability over a considerable period of 
time. 


Parade of the Pumps 





Itis a strange and weird cavalcade—the march 
of the gasoline pumps from the crude and home- 
ly original of 30 years ago down to the final 
masterpiece of today,—the beautifully styled, 
mechanically perfect, metered gasoline dispen- 
ser. In the procession illustrated here by the 
artist, are the five signal developments of forc- 
ing the flow of gasoline from the storage tank 
to the automobile tank. 

The first of these is the original blind hand- 
operated pump, that had slight regard for style 
or design, and as little for mechanical efficiency. 
Do you remember the procedure of getting serv- 
ice? First, the operator had to remove the auto 
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tank cap, then take down the hose, insert it in 
the opening, and go back to the pump to grind 
out the gasoline. At last the tank was filled or 
half filled, or likely over-filled, and with the 
draining of the hose, the job was done. 

The second development was the visible, hand- 
operated type, which gave emphasis to the vis- 
ibility of gasoline in an expediently constructed 
glass container on the top of the pump. In this 
type, the skill of the architect and the inventor 
still were sadly lacking. But the movement for- 
ward was on. 

Third came the power-operated, visible pump, 
not a handsome machine by any stretch of the 
imagination, but still a progressive tendency to 
accomplish speed and accuracy in operation. 
Progress! 

The fourth step was the combination of power 
operation with metered measurement, con- 
tributinge mechanical ingenuity to gasoline dis- 
pensing, which seemed at the time, the ultimate 
accomplishment for efficency in dispensing gas- 
oline to the motoring public. 

The final effort in the progress of gasoline 
pump building has, at last, become a reality in 
the modern, graceful, electrically driven, meter 
pump that follows the progressive example of 
other modern machinery in which style and de- 
pendability predominate. 
Though only 30 years have 


recognized as obsolete and out of tune with the 
modern trend. Every feature of the station was 
improved consistently with other service progres- 


siveness—all except the gasoline pump, which 
seemed to stand out stubbornly against the sky- 
line as the lone reminder of a provincial past. 
Station designers overlooked this most impor- 
tant and most conspicuous part of the service 
equipment. It was finally left for the pump 
manufacturers themselves, though sadly late in 
the awakening, to take the matter in hand, with 
the result that in the past year, style and inven- 
tion have brought the gasoline pump up on a par 
with progressive service ideas and ideals. 





Progress 


Progress does come through change, and its 
proof is in every field of manufacturing and mer- 
chandising. In the 
oil marketing in- 
dustry, it is par- 
ticularly evident 








passed in the evolution of this 
last word in pump building, the 
designer and the inventor have 


brought into play the complete \ if 
modern idea of ‘“‘eye appeal” ail 
and superabil- ee eee 


ity. 

The gaso- z 
line pump was 
the last part 
of the service ‘ 
station equip- 
ment to be 
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this pri 


times. 


THE 


that better and 
more attractive 
equipment in- 
stalled in new and 
modern settings is 
in the tempo of the 


The old must give way to the 


new: the inefficient to the efficient; 


OF 


the obsolete to the modern. It is no less 
true of oil marketing than of other 
merchandising. 


It is particularly 


true of the gasoline pump, which is 


rapidly becoming a modern business machine as a per- 
manent fixture in the modern service station. 


The progress made thus far in oil marketing on 


iciple justifies advancing further to the ulti- 
mate aim that a completely modern atmosphere shall 
prevail in every service station in the land. 
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Latest Developments in 


Refinery Control Instruments 


PERATION of refining plants on the basis 
of technologic principles may be said to 
have become possible with the develop- 
ment and introduction of scientific control 
methods and the instruments which apply those 
methods. With these developments it first be- 
came practicable to approach the exactness and 
infallibility of control which is the fundamental 
prerequisite of intelligent plant operation. Re- 
cording and indicating equipment is the neces- 
sary handmaiden of control and control records. 
One of the greatest comparatively recent de- 
velopments is the perfection of control of the 
“trend analyzing’’ or “‘trend anticipating” type. 
This is typified especially by the developments 
of Brown, Leeds and Northrup, and others. The 
Brown instrument, termed the trendalizer, util- 
izes two principles, the follow-up control action, 
the strength of which depends on the trend of 
temperature change, and the escapement con- 
trol action, the strength of which depends on 
the differential between existing temperature 
and control temperature. 
Since a galvanometer equipped with a pointer 











meter, 
arma- 


Flow 


1—Electric 
showing mercury “U,” float, 
ture attached to it and passing up 
through the inductance coil, and the 


Fig. Type 


coil. The other coil, actuating the 
recording mechanism, is not shown 
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Fig. 2—Mechanical type flow meter, 
showing the float and mercury “U, 
chambers, and the arm from float to 
rotating shaft, which actuates the re- 


to be on Display 
at Exposition 


needle moves with temperature changes, the 
follow-up changes are made when the needle is 
off the neutral point. Stop the trend of change 
and the follow-up will not affect the control, the 
needle returning to neutral. The escapement 
change starts when the recorder pen is away 
from the control index which is set at the proper 
point, the greater the differential the stronger 
the impulse and the greater change in the valve 
setting. 

As the temperature approaches the set value 
or control point, the escapement control, which 
is stronger, pushes the temperature further to- 
ward the control point, while the follow-up tries 
to keep the temperature constant. The approach 
to the control or set temperature is thus gradual 
and slower, until at the desired temperature the 
two control forces become zero. These two forces 
working in opposition in this manner prevent or 
reduce to a minimum the tendency to over- or 


under-shoot the temperature, prevent ‘“‘hunt- 
ing.”’ 
This Trendalizer employs mercury-in-glass 


switches, a small body of mercury in a sealed 
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Fig. 3 (Above)—Cross-sectional view 
of Brown area flow meter, for high 
temperatures, showing the weighted 
piston (flow area closed in this posi- 
tion), inductance coil at top, arma- 
ture within the coil, and connected 
to the piston rod. Note the radiation 
fins, between coil housing and valve 
proper, to avoid overheating the coil 





cording mechanism, Variation in the 

distance the float moves for any 

change of pressure differential is at- 

tained by varying the relative sizes 
of the two chambers 
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Fig. 4. Mercury switch used in Brown controllers 


cylindrical glass tube into which electric con- 
tacts are sealed, two or three contacts as the 
type of switch may be. As the potentiometer 
goes “off balance’’ with temperature changes, 
these switches are tilted to make or break con- 
tact, actuating or stopping motors which control 
the valves. Two motors are used, the initial, 
which makes large steps in correcting the 
change, and the floating, which makes small 
steps and smooths out the action. 

This mercury switch idea is employed in ther- 
mometers also, to eliminate open contacts ac- 
tuated by the pen arm. In this way Brown takes 
all load off the pen arm, and avoids mechanical 
contact between measuring and mechanism. <A 
transparent cam is placed over the chart of the 
controller, which changes the control setting 
arm with respect to time, permitting a time- 
temperature cycle arrangement. 

Two meter bodies, the electrical and the me- 
chanical, will be shown by Brown at the Tulsa 
Exposition. The electrical body shown in Fig. 
1 cutaway, has two chambers, the high and low, 





Fig. 5. L & N Round-Chart indicating recorder, design 
to permit the use of a circular disk chart 
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connected to the pipe on corresponding sides of 
the orifice, and connected to each other by a 
small pipe, and system partly filled with mer- 
cury. A float, resting on the mercury in the 
“high” chamber is connected to an armature 
which slips freely through the core of a coil. As 
the orifice differential varies the armature 
changes position in the coil, part of the induct- 
ance bridge system, changing the resistance of 
the coil. This resistance affects corresponding- 
ly the other coil of the bridge, which transmits 
this change to the recording or indicating mech- 
anism, the principle of which is generally under- 
stood. 

The mechanical flow meter is shown cutaway, 
in Fig. 2. Two chambers are used in this type 
also, interconnected, partly mercury-filled. The 





Fig. 6. Micromax recording controller, the mechanism 

ot which is explained briefly in the text, Note the black 

disk, in upper front of case, graduated in temperature 
degrees, for setting and changing the control zero 


float as shown is connected to a horizontal arm, 
fastened at its other end rigidly to a rod, which 
rotates on its axis as the float rises and falls. 
This rotation is connected to the recording pen 
through the customary system of levers, and 
charts are calibrated to read in terms of quan- 
tity of liquid flowing per unit time. These meters 
are built for 2500 pounds working pressure, the 
electric type working pressures up to 5000 
pounds. The first may be set near the recording 
device, the latter may be placed a long distance 
from the recording mechanism, variation in 
amount of float change is obtained by varying 
chamber sizes. 

The area flow meter as shown in Fig. 3 cross- 
section, employs also the inductance bridge 
principle for communicating changes to the re- 
cording mechanism. The changes in meter 
reading are made by changes in the position of 
the weighted valve, these changes moving the 
armature in the coil as in the meter previously 
described. As the liquid pressure in the line in- 
creases, this piston is forced upward opening a 
larger orifice to increase the flow, the impulse 
in the coil being transmitted to any reasonable 
distance to actuate the other coil which actuates 
the recording mechanism. 

The mercury switch referred to as used in the 


NATIONAL PETROLEUM NEwSs 











the 
an 


anc 


Wi 


teri 


rug 


May | 













THE 
NEW 


8,000 TO 13,000 LBS. GROSS 
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MADE TO ORDER --- 


FOR LOW COST DISTRIBUTION 


1. petroleum industry has given the 


new low priced Whites a rousing welcome! 


These new Whites at *1185 were built 


throughout for low cost distribution of 


petroleum products. They have 
the power, speed, flexibility 
and dependability you need... 
and are specially built to allow 


more payload per wheelbase. 


White Quality in design, ma- 
terials and construction means 


ruggedness and stamina that 


SEE WHITE TRUCK EXHIBIT 
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SPECIFICATIONS 


75H. P.... White 6 cylinder 
engine — Big Engine Performance 
with Small Engine Economy— 
Greater Payload space on each 
wheelbase — Hydraulic Brakes 
with Reaction Type Booster— 
Stellite Screwed in Exhaust Valve 
Seats—Rifle Drilled Full Pressure 
Lubrication—Four Speed Trans- 
mission—Full Floating Rear Axle. 


Low Prices... Model 701— 
8,000 Ibs. gross. Wheelbases 
132-156—$1185. (Chassis at fac- 
tory)... Model 702 —13,000 Ibs. 
gross. Wheelbases 142-156— 
$1295. (Chassis at factory)... 
Liberal terms can be arranged. 
Prices subject to change 
-tthaut notice 








AT TULSA OIL SHOW 






-_ 


insures on-time schedules without break- 
downs or lay-ups.. and brings down the 


delivery cost per gallon. 


The appearance of these new low priced 


Whites with beautiful modern 
day tanks is of tremendous 
advertising value. A rush of 
repeat orders from petroleum 
operators shows definitely that 
these new Whites are ideally 
suited to your requirements. 


THE WHITE COMPAN 
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Fig. 7—Multiple-point recorder, used for recording a 
series of temperatures of various points of a unit or units 


controllers discussed above is shown in Fig. 4, a 
3-point switch being illustrated. 

The newest idea in the Leeds and Northrup 
line is the Micromax Round-Chart indicating re- 
corder, as shown in Fig. 5. This instrument has 
the same mechanism as that used in older type 
recorders for some time. The relative position 
of the units however, has been changed, to fit 
them into the round container. The back of this 
round box is fitted with fastening lugs, let into 
recesses in the body, and held in position by 
screws. If the recorder is to be fastened against 
the wall or a flat surface, these lugs, which 
normally are flush with the container wall, are 
reversed, to project outward, and the instru- 
ment is fastened to the wall by screws through 
holes in the lug ends. 

A companion instrument, the Micromax re- 
cording controller, (Fig. 6) recording and con- 
trolling a single temperature when used in con- 
nection with a drive unit, employs the principle 
employed in all of this type of L&N instruments. 
The Wheatstone bridge principle of two bal- 
anced electrical circuits is used. A horizontal 
shaft is fitted with a disk on the periphery of 
which is a slide wire, a part of the bridge; a fixed 
electrical contact touches this wire continuous- 
ly. The front end of the shaft is fitted with 
a disk with a rough surface near the rim, and 
the shaft also operates a worm-gear shaft which 
moves the recording pen, in the case of a mul- 
tiple-point recorder. 

A sensitive galvanometer is fitted with a 
swinging finger or pointer; two contactor arms 
touch this finger on opposite sides, being opened 
and closed frequently by appropriate mechanism. 
When the temperature changes from the set- 
ting desired, the wheatstone is unbalanced, and 
the galvanometer swings its pointer to one side 
of center; the contactor arms follow it, and an 
arm equipped with rubber friction buttons on 
opposite ends is turned off center by the arms 
contacting the galvanometer pointer. 

Two identical cams rotating just above the 
arm last mentioned force this arm back to the 
horizontal position again, the distance it is 
moved depending on the degree of unbalance 
of the bridge, and therefore of the galvanometer 
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swing. The rubber friction buttons are forced 
back against the rough faced disk on the end 
of the shaft carrying the slide wire disk, and this 
disk is turned, the slide wire being moved in 
large or small increments until the bridge is 
again balanced, the galvanometer pointer then 
remaining at center until the temperature again 
changes to unbalance the bridge. 


Suitable mechanism at the proper instant 
when the bridge is balanced, forces the recorder 
pointer against a printing ribbon, recording the 
mark at the proper point, corresponding to the 
point to which the pointer has been moved by 
the turning of the ‘‘master’’ shaft. A standard 
cell is used as constant voltage on one side of 
the wheatstone bridge. 

If the recorder is to be used as a control unit, 
other disks on the ‘‘master’’ shaft, fitted with 
contacts, carry the impulses to an instrument 
called the Microbot, a reversible motor fitted 
with a series of contacts to activate it for dif- 
ferent periods of time at constant speed. The 
motor is connected to the valve or other mech- 
anism by which control is effected. The amount 
of rotary change given to the disks on the 
‘“‘master”’ shaft determines which set of contacts 
will activate this motor, which in turn deter- 
mines the length of time the motor will operate, 
and the direction it will rotate, to close or open 
the valve. Consequently, a small change in tem- 
perature will run the control motor for a shorter 
length of time, but at the same constant speed, 
therefore less change in fuel feed will be made, 
than with a greater change in temperature from 
the zero. The control is set by adjusting the 
disk shown in the front of the figure. 


The multiple-point recorder operates on the 
same principle with the additional equipment 
necessary to show different temperatures, by 
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Fig. 8—Drawing 
2 5 showing mechan- 

ism of ‘‘Universal 
Sensitivity Ad- 
juster’”’ used in 
Taylor “Ful- 
scope’ regulator 
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numbers, and to connect the electrical apparatus 
with different thermocouples in turn. 


The deFlorez automatic regulator uses sim- 
ilar mechanism except that a diaphragm valve 
actuated by air pressure is used to actuate in 
turn the driving mechanism which changes the 
controls. This instrument is employed chiefly to 
control coil outlet temperatures on stills, and 
does so by controlling the fuel valve; the regulat- 
ing thermocouple is set in the outlet line. 


One of the difficulties which has been experi- 
enced in any sort of control equipment, is the 
“hunting” or over-controlling action of older 
types of regulators, no matter what the design 
or who the designers were. Much effort has been 
expended in solving this problem in recent years, 
and several control designers have arrived at 
various means for solving the problem. 


The primary purpose in developing the Taylor 
sensitivity adjuster discussed below was to pro- 
duce an instrument which could be readily ad- 
justed to meet the special requirements of any 
individual unit of equipment. By this adjust- 
ment the control unit may be fitted to the equip- 
ment it is to regulate, to give the degree of con- 
trol sensitiveness most desirable for that par- 
ticular unit, much as though the control had 
been designed for that unit alone. 


Fig. 8 illustrates the mechanism of the ‘‘Uni- 
versal Sensitivity Adjuster’? employed on Tay- 
lor’s ‘‘Fulscope” Regulator. The baffle bar 
(marked 88 in the drawing), closes a nozzle, the 
conical point resting against the lower half of 
the baffle, the baffle being pivoted at the point 
marked 89. The upper end of this baffle bar is 
toothed as shown, working in the teeth of the 
regulator sensitivity adjuster dial, which is op- 
erated for adjustment by a screw driver. Change 
in the position of the pen arm caused by operat- 
ing condition changes causes the upper end of 
this baffle to move back and forth. This motion 
of the upper end of the pivoted bar draws the 
lower end nearer to or away from the nozzle. 
When drawn away, the nozzle allows air to 
escape from the regulator air system, upsetting 
the balance in the instrument, and setting in 
motion the mechanism which operates the con- 
trols to bring the equipment back to the zero 
of the control setting. As the equipment again 
approaches this zero, the baffle closes the nozzle, 
shutting off the escape of air, again balancing 
the instrument and therefore the control or regu- 
lating mechanism. 
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Fig. 10—Diagrammatic illustration of action of Damp- 
lifier principle used on Tagliabue control instrument 
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Fig. 9—Control mechanism in Taylor ‘“Dubl-Response” 
Control Unit for valve operation 


The sensitivity of the instrument is changed by 
turning the graduated dial in the front of the 
instrument, which can be reached by the oper- 
ator without other effort than opening the case. 
Turning this dial raises or lowers the whole 
baffle bar assembly as a unit, by acting on the 
teeth on the upper end of the bar. 

The nozzle referred to is stationary in a ver- 
tical direction, and by changing the bar posi- 
tion, the position of this nozzle is changed with 
respect to the bar. Raising the bar places the 
nozzle farther from the bar pivot, and therefore 
at a point where any degree of rotatory motion 
of the bar about its pivot makes a greater mo- 
tion of the bar away from the nozzle, uncover- 
ing the nozzle to a greater degree, and causing 
a greater degree of upset of fhe instrument con- 
ditions. Thus increasing the degree of action 
induced in the regulating part of the mechanism 
increases the sensitiveness of the regulatory 
control. 

The “‘Dubl-Response’’ mechanism of the Tay- 
lor control unit, shown in Fig. 9%, is too compli- 
cated to explain clearly ina brief discussion with 
one illustration. The nozzle shown in the right 
center of the photo corresponds to that referred 
toin Fig. 8. The baffle or stop is shown above it, 
attached to a flat spring pivoted at the opposite 
side of the instrument, to a bar actuated by the 
bellows arrangement just below the system of 
levers which control the operation of the stop or 
baffle. When the equipment controlled changes 
its operating conditions, pressure is, for instance, 
increased in the bellows shown; the bellows ex- 
pands, forces up the system of levers, which 
raises the stop or baffle from the nozzle, allow- 
ing pressure to escape, unbalancing the instru- 
ment and letting in pressure on the diaphragm 
of the valve, (not shown in this illustration, but 
set usually below the parts illustrated). 

Suppose the valve should open to give a new 
setting due to change of load on the equipment. 
Air pressure enters the diaphragm to open or 
close the valve; the instrument is so constructed 
that the entire pressure of the control air builds 
up on the diaphragm, creating a total pressure of 
several hundred pounds on a 25-pound air sys- 
tem, to force the valve through, for instance, a 


(Continued on page 93) 
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The increasing cost of crude makes it unprofitable to 
operate obsolete and inefficient cracking equipment. 
Profits are possible only to the refiner using modern and 
efficient units. 


Through years of research and experience in designing, 
constructing and installing cracking equipment, The 
M. W. Kellogg Company is particularly fitted to revamp 
or install new modern cracking units for securing the 
maximum of profits. 


KELLOGG 








OBSOLETE CRACKING EQUIPMENT MUST BE REBUILT 



























OR REPLACED... 


THE M. W. KELLOGG COMPANY 
225 BROADWAY, NEW YORK 





LosAngeles . . . . «~ 1031 South Broadway 
SOMTRGNGISCO.: «6 6 «& (a) % 200 Bush Street 
Tulsa . . we eee ~Philtower Building 
LICENSING AGENT FOR GASOLINE PRODUCTS COMPANY, INC. KELLOGG PRODUCTS INCLUDE: Cross, Holmes - Manley, de Florez 
Licenses granted under United States and Foreign Patents for: Cross - and Tube and Tank Cracking Units, Absorption Plants and Pipe Stills, 
de Florez - Holmes-Manley - Tube and Tank Cracking Processes and de Florez Temperature Control. Pressure Vessels for the Power, Refinery 
Combination Cracking Units - European Representatives: Compagnie and Chemical Industries. Power Plant and Industrial Piping. Pacific Hot 
Technique des Petroles - 134 Boulevard Haussmann + Paris, France. Oil Pumps, Radial Brick Chimneys. Plastic Refractories. 
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Manufacture Penetration Asphalt 


From Petroleum By 





Vacuum Distillation 


By Sidney Born* and W. L. Nelson** 


URING the past few years the expendi- 
i) ture of our tax money has been a subject 

of vital interest to all of us. Asa large 
portion of the public funds are expended for road 
construction and road maintenance, the public 
has demanded more miles of good roads per tax 
dollar spent. The highway departments of our 
states have met this need by the development of 
low cost asphaltic type roads. 

It has long been a popular belief that con- 
crete roads last forever, and that bituminous 
roads are more expensive to maintain. Actual 
statistics do not support this view. The main- 
tenance cost of both types is about the same, and 
concrete roads do become obsolete due to diver- 
sion of traffic, breakage due to frost and erosion 
and other causes. Travel over any concrete road 
more than ten years old and draw your own 
conclusions. The economic importance of this 
subject will be apparent from the following 
figures. 

Road Oil and Asphalt used during 1932 


Gallons 
Missouri 14,000,000 
Minnesota 20,000,700 


Kansas ......... 20,000,000 

Many factors enter into the construction of 
a well paved asphaltic type road, but one of the 
most important is the asphalt or road oil that 
acts as the binder. 

Since the beginning of the twentieth century, 
considerable work has been done both in an ex- 
perimental and practical way to determine what 
the most desirable properties of asphaltic mate- 
rials should be to give the proper results when 
used for building roads and constructing pave- 
ments. The United States Bureau of Public 
Roads, the various state highway commissions, 
many county engineers, as well as refiners who 
were interested in this material have contributed 
much to our knowledge of these materials. 

As a result we have today various sets of spe- 
cifications promulgated by the different state 
highway departments which embody the results 
of this research and development. Unfortunate- 
ly, however, these specifications have not been 
standardized and there is not only a great vari- 
ance of opinion as to what constitutes a proper 
material for a certain purpose, but in many cases 
even where two different state highway depart- 
*Director of Petroleum Research, University of Tulsa. 

**Professor of Petroleum Refining, University of Tulsa. (Pre- 


sented before Midwest Regional Meeting, American Chemical 
Society, May 4). 
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ments agree essentially as to the same specifica- 
tions, it is expressed in two entirely different 
ways. For instance, one state may specify that 
the viscosity should be so many degrees Engler 
while another state, meaning exactly the same 
thing, may specify the viscosity in terms of Say- 
bolt Furol. 

In the early days of the manufacture of as- 
phalt from petroleum, the refiner was limited to 
those crudes which naturally contained a large 
percentage of asphaltic materials. The process 
employed in those days was simply to charge a 
batch still with the crude, distill off the lighter 
materials such as gasoline, kerosine and other 
distillates and the residue in the still then con- 
tained the asphaltic material in concentrated 
form, and could be used for road oil or paving 
purposes. 

Another method employed was to take a crude 
having a small asphalt content and after distill- 
ing the same in a shell still it was subjected to 
air blowing for a number of hours. Depending 
on the temperature employed and the duration 
of the blow, the character of the residual stock 
was greatly changed. The penetration was de- 
creased but the ductility usually suffered. 

A great many patents were taken out on this 
conversion process. Some of the inventors blew 
the air through the still while others pulled it 
through the stills by means of large vacuum 
pumps. In order to further modify the charac- 
teristics of the natural petroleum asphalt, it was 
found that by blending or fluxing certain other 
materials with these asphalts the properties 
could be greatly changed. 


HERE is a large deposit of a resinous asphal- 

tic material located in Utah which is known as 
Gilsonite. This material is of a dark amber col- 
or and breaks with a shell-like fracture. Con- 
siderable quantities of this material were mined 
and shipped to the Mid-Continent field and this 
material was fluxed with natural asphalts to 
change the penetration and ductility according to 
the requirements. The material was quite ex- 
pensive, the freight was high and as a result its 
use did not become very general. 

The next major improvement in the manufac- 
ture of asphalts was the development of the two- 
stage atmospheric-vacuum still. Units of this 
type may consist of two heater coils in a single 
furnace, or else two separately fired heaters, 
and two towers, one an atmospheric tower and 
the other a vacuum fractionating tower. 

The method of operating such a still is sub- 








stantially as follows, the crude after passing 
through the heat exchangers in the vacuum tow- 
er, passes through the furnace and is then flashed 
in the atmospheric tower. In this tower the 
lighter cuts such as the gasoline and kerosine 
are removed and the bottoms from this tower 
are then pumped through another section of the 
pipe still and are flashed into the vacuum tower. 

The overhead and side cuts from this tower 
consist of gas oil of various gravities and the 
bottom product an asphaltic residue, the pene- 
tration, viscosity and ductility depending both 
on the character of the charging stock and the 
temperature employed during distillation. This 
temperature varies as a rule from 650° to 800° 
on the outlet of the second coil, depending upon 
the type of asphaltic material required and the 
characteristics of the charging stock. Super- 
heated steam is also used. 

Units of this type can be used for running 
either crudes containing a considerable propor- 
tion of natural asphalt, such as Mexican crudes 
or heavy California crudes, or they may be used 
for processing oils containing only” small 
amounts of asphalt such as some of the mixed 
base oils found in the Mid-Continent field. 

The development of asphaltic road oil mate- 
rials from pressure tar residuums is one of the 
most interesting developments in the manufac- 
ture of road oil materials, and has opened up a 
very wide field for the.manufacture of materials 
having widely different properties. The ques- 
tion arises whether these synthetic materials are 
inferior, equal to, or superior to the natural as- 
phaltic materials. It has been found both by 
rigid tests and actual usage that materials ob- 
tained from these synthetic tars are not only 
equal to, but in many cases are superior to the 
natural asphalts if they are properly used and 
applied. 

For the purpose of reducing these pressure 
tars to the proper specifications, the use of vacu- 
um flash jugs has been developed. These vacu- 
um flash jugs can be used both to increase the 
yield of heavy overhead products for recracking 
and also to furnish penetration asphalt as bot- 
toms. In the actual operation of these jugs the 
hot pressure tar is usually pumped directly from 
the cracking plant to the vacuum tower without 
the addition of any external heating. In some 
cases, however, a separately fired heater is used. 
The vacuum tower is directly connected to a 
vacuum system, usually a steam jet and baro- 
metrie condenser, but in some cases a dry vacu- 
um pump is used. 

The latest development in the use of such 
vacuum flash installations is that the vapor con- 
denser is placed either at the top of the tower 
or directly inside of the tower. This type of in- 
stallation eliminates the large vapor piping be- 
tween the tower and the condenser, and also 
eliminates the use of vacuum run-down tanks. 

Before a vacuum unit can be properly designed 
it is necessary to have certain data as to the 
characteristics of the charging stock, and the 
specifications of the products obtained. The fol- 
lowing information is usually desired: 


I. Physical tests on charging stock 
A. Specific gravity 
B. Flash point 





C. Viscosity 
II. Vacuum distillation 
A. Per cent distilled plotted against 
Vapor Temperature 
B. Penetration Yield Curve 
C. Physical tests on overhead stock 
fiash point 
specific gravity 
pour test 
carbon residue 
D. Ductility and solubility tests on pene- 
tration residue 
Ill. Flash vaporization curve 


The refiner is usually interested in obtaining 
the yields of stocks of different penetration, and 
this information can be obtained either by a 
series of vacuum batch distillation or flash vapor- 
izations. These data can be conveniently plot- 
ted as the penetration yield curve. In our lab- 
oratory batch distillations are usually carried 
out by distilling 1000 c.c. samples in a 2-liter En- 
gler Flash, vacua from 1 to 10 mm. being em- 
ployed. To avoid boiling-over we have found 
the use of copper sponge in the neck of the flash 
very useful. If the neck of the flask is heated, 
the thermometer or the thermocouple must be 
protected from radiation to avoid false readings. 

From a series of such batch distillations, data 
as to yields, penetration, ductility, solubility, and 
float tests of residue can be obtained. 

For flash vaporation data we use an apparatus 
similar in principle to that used by Leslie and 
Good (J. Ind. Eng. Chem. April 1927) excepting 
that the entire system is kept under vacuum. 
Piroomov and Beiswenger (A.P.I. Reports Dec. 
1928) first developed methods for deriving flash 
vaporization curves from A.S.T.M. distillations 
or T.B.P. distillations by calculation. These 
methods do not work out so well for heavy as- 
phaltic oils as has been pointed out by W. L. 
Nelson (Petroleum Engineer March 1933). 

From the data obtained by the foregoing 
methods the unit may be designed. Most vacuum 
units require a heater to raise the charging stock 
to the flash temperature. Heaters for this serv- 
ice should have a high percentage of radiant 
tube surface. This results in a high percentage 
of radiant absorption and when combined with 
proper velocities, produces asphaltic stocks of 
superior properties and avoids undue decompo- 
sition and coke formation. 

From the flash vaporization data the flash tem- 
perature can be computed for the effective vacu- 
um at point of flash. With most asphaltic stocks, 
if this temperature exceeds 800°F., process 
steam should be employed to reduce the partial 
pressure of the oil vapor. This process steam 
should be superheated to avoid cooling effects. 
If process steam is employed, the diameter of 
the jug must necessarily be increased to take 
care of the increased vapor volumes, and a baro- 
metric condenser must be used. 

Tower design for vacuum units is complicated 
by the large volume of vapor that is produced at 
low pressures and the necessity for keeping 
pressure drops to a minimum so that a high ef- 
fective vacuum can be maintained at point of 
flash. Few bubble decks are employed, these 
being supplemented by some baffle decks. The 
caps are usually of the elongated type extending 
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FOXBORO presents a new and outstanding 


development in Automatic Control 


THE STABILFLO VALVE 


This unique valve corrects the common faults 
of Controlled Valves of the standard types. 


> By literally turning the motor upside down 


© and suspending the valve stem extension 
Fs from the top of the spring, all possibility 
a of excess friction is eliminated. No ball or 
< roller bearings are necessary. 
&e By a radical change in the design of the 
BS valve plunger, the flow rangeability has 
aS been increased 400% without destroying 
= the essential flow characteristics. 
AS 


“> And this has been done without adding 
SL any mechanisms to the fundamental design 
of the valve. 


This is the only air-operated automatic con- 
trolled valve that has complete control of 
the flow at every point between 2 and 
100% of its entire range. 


There are many other unique features de- 
signed into the Stabilflo Valve. It can be 
furnished for any size line under any pressure 
or temperature used commercially. Get the 
complete story of this interesting and valu- 
able valve. Write today—no obligation 





of course. 
FOX BOR‘ ) THE FOXBORO COMPANY 
REG. U. S. PAT. OFF. Foxboro, Mass., U.S. A. 
THE COMPASS OF INDUSTRY BRANCHES IN ALL PRINCIPAL CITIES 





MOST COMPLETE LINE OF INDUSTRIAL PROCESS CONTROL EQUIPMENT 
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almost across the entire width of plate. To keep 
pressure drops at minimum, the slot immersion is 


” 


limited to a very low figure; not more than 1% 
is customary practice. 

Practically all vacuum jugs are now designed 
with partial, or reflux condensers in the top of 
the tower. These condensers are placed either 
vertically or horizontally. This construction 
avoids the use of large vapor lines, or expensive 
structural suppofts. The vapor lines to the baro- 
metric condenser need only be large enough for 
process steam and fixed gases. Where more than 
one condenser is employed the lower one may 
be used as a heat exchanger to preheat the charg- 
ing stock. The temperature of vapors leaving 
the final condenser is usually controlled by au- 
tomatic controllers, and must be low enough to 
avoid carrying any oil vapors into the barometric 
condenser, and yet high enough to avoid condens- 
ing steam with the gas oil as this results in 
troublesome emulsion. Of course a_ small 
amount of entrainment is unavoidable, but in 
well designed units this may be reduced to less 
than half of one per cent. 

A very compact and flexible vacuum asphalt 
unit was completed by the Foster Wheeler Corp., 
for the Sunray Oil Co. at its Allen, Okla., refinery 
a little less than a year ago. As this plant is 
representative of the most recent engineering 
practice in this field, a description of the unit 
follows: 

The unit consists of two main pieces of equip- 
ment, a pipe-still heater and a vacuum fraction- 
ating tower. The pipe-still heater is of the radi- 
ant convection type. The charge stock which is 
a 20-gravity residuum ranging in temperature 
between 450 and 500 degrees, is picked up by 
a pump and passes first through the convection 
section of the heater, and then through the radi- 
ant section. The outlet temperature ranges be- 
tween 700°F. and 830°F., depending on the char- 
acteristics of the charging stock, and the prod- 
ucts desired. The heater also contains a steam 
superheating coil consisting of approximately 
160 linear feet of 2-inch gilled pipe and capable 
of superheating approximately 3500. pounds of 
exhaust steam per hour to a temperature of 
750°F. 

Certain state laws specify that asphalt should 
not be heated to temperatures in excess of 700°F. 
during manufacture. On account of the flexibili- 
ty of the unit this can be accomplished by de- 
creasing the charge rate, and increasing the 
amount of process steam. <A connection is also 
provided so that steam under pressure can be 
introduced directly into the radiant section. 

The oil charge enters the heater at a tempera- 
ture of approximately 450°F., and leaves the 
heater at a temperature ranging up to a maxi- 
mum of 830°F. The hot oil enters the vacuum 
tower through a pipe welded tangentionally 
through the tower shell. Superheated steam is 
introduced at the bottom of the tower through 
a perforated coil. 

The vapors pass upward through the shell 
which contains seven baffle decks and four bub- 
ble decks. A vertical condenser is placed at the 
top of the tower. The vapors enter this con- 
denser at a temperature of approximately 600 
and leave at a temperature of 1500°F. The 48- 
inch barometric condenser and the steam jets are 


supported on structural supports welded to the 
tower shell. 

Two over head cuts are taken from the tower. 
The upper cut runs from 23 to 24 gravity and 
is taken off directly below the tubular condenser 
at the top of the tower. This distillate is light 
in color, has a very low Conradson carbon con- 
tent and a low pour test. The heavier side 
stream is taken off the lowest bubble deck about 
halfway up the tower, and has an A.P.I. gravity 
running from 20 to 21. Penetration asphalt is 
continuously removed from the bottom of the 
tower. When running on average charging stock 
the unit will yield approximately 30 per cent of 
100 penetration asphalt, 45 per cent of 20 to 21 
gravity distillate, and 24 per cent of 24 gravity 
gas oil. 

The unit is provided with spare charge and 
bottom pumps and can be operated to produce 
material of almost any penetration specification. 
Supplemental to the above descriptive data we 
are giving herewith some engineering data on 
this unit, which we thought might be of inter- 
est. 

Among the items that are of greatest interest 
to the refiner, engineer, and operator are the 
velocity in the tower, the amount of heat ab- 
sorbed in the pipe still, the rate at which this 
heat is absorbed, the quantity of process steam 
used, and the velocity in the pipe still tubes. 
These items were computed when the plant was 
operating under the following conditions. 
Throughput—950 barrels per day (20.5° A.P.I.) 


Yield Light gas oil 24%—23.8° A.P.I. 
Heavy distillate 50% $0.6° At. 
Asphalt 25.5%—50 Penetration 
Pipestill inlet 460°F. 
Pipestill outlet 835°F. 
Pressure at Barometric 58.5 mm. 
Temperature at top of tower 600°F. 
Velocity at top of tower 6.9 ft. per second 
Density of vapors .00082 lbs. per cubic ft. 
Mass velocity 204 lbs. per square ft. 
Pipestill Duty 4,242,000 B.t.u. per hr. 
Overall rate 4500 B.t.u. per sq. ft. 
per hour 
Steam used 2500 lbs. per hour 
Velocity inradiant tubes 1.82 ft./sec., based on 
volume at 60°F. 
2.38 ft./sec., based on 
volume at outlet 
temp. 





We conclude this paper with a tabulation of 
tests on four commercial asphalts made from 
four typical asphalt base crude oils. 


Tests on Penetration Asphalts 


Smackover Allen West Texas Cement 


Source Arkansas Okla. Crude Okla. 
Specific Gravity at 77°F................ 1.024 1.011 1.008 1.047 
Penetration at 32°F, 200 gr. 60 see. 32.0 30.0 34.0 32.5 
Penetration at 77°F, 100 gr. 5 sec. 80.0 80.0 71.0 76.0 
Penetration at 115°F, 50gr.5sec. 285.0 wn. ; 237.0 231.5 
SRR IEE GUI isin sv ncacomcsevinecsatneans 665° 666° 585° 585° 
rk I WIR... ccrccnssisuneanetoivenciceuien i: | ne ; eee nO eee 
OT TRE SE isi nsisinscacrseesepynstannsaspceve 99.94% 99.7% 99.9% 99.9% 
Insoluble in 86° Naphtha .............. 22.56% 12.51% 17.89% 18.33% 
Ductility at 77°F, 5 em per min.. 110+em 110+ 110+- 110+ 
Ductility at 39.2°F, 5 em per min. 7.0 cm 7.0 em 7.5 em 7.0 em 
Evaporation loss, 50-5-325°F........ 0.1% Max. ..ccc. 9 cccsceeee, nun eee 
Penetration of loss residue at 77 os: nn er Pe ee 
Sulphur content Re ER ; 3.48% 3.87% 2.55% 1.03% 
Melting point (R. B.) ..... 7" 120.6°, 120 121.5" 
Float Test @ 122°F.......... eediaieties 1067.0 827.0 825” 697” 
PINGG TORE GD 160" PR icvscaseccavocnasss BIB 190.0 199” 195 
Viscosity @ 212°F—Furol 2142.0 1931.0 1404 885 
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EVERY LOAD COSTS LESS 
WITH A CHEVROLET OVERHEAD VALVE SIX 


a od the lowest-priced Six power without needless extra cylinders to 


maintain. The 1934 Chevrolet truck is a Six— 


‘-9 
you Can buy, and it S_ - and it also has overhead valves. Those two facts 
all truck throughout are all-important for economy. In addition, the 


1934 Chevrolet is all truck throughout. You can 


= For delivering gasoline and oil at load it to capacity and count on truck strength 






























low cost, take a Six every time— in every part—in the axles, springs, frame. 
and if it’s a Six with overhead valves, you'll save transmission and brakes. Everything about the 


even more. For only an overhead valve engine Chevrolet truck is bound to save money for any 
can give you Blue-Flame combustion, with its firm that handles petroleum products—and it’s 
greater operating economy and lower upkeep the world’s lowest-priced Six! 

cost. And only a Six gives you smooth, steady CHEVROLET MOTOR CO., DETROIT, MICH. 


Compare Chevrolet's low delivered prices and easy G.M.A.C. terms. A General Motors Value 
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J eave. a PP 
The 1934 Chevrolet 131-inch wheelbase truck with * 
tank equipment — saves time in traffic, permits 
faster runs between stops and deliveries promptly § 
on schedule. 


acne Sint ena ane We 





HEAVY DUTY REAR AXLE 


\ liberal reserve for extra strength is built into the 
Chevrolet truck chassis for starting, pulling and stop- 
ping full-capacity loads. The rear axle is a typical 
example of this, having exceptionally big shafts, straddle- 
mounted pinion, 4-pinion differential, double -row 
wheel bearings, one-piece banjo-type housing with big 
removable plate, and the lowest final gear ratio (rear 


axle and transmission combined) of any 1!5-ton truck. 
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NEW REFINING PATENTS 





Cracking by Direct Heat. U. S. P. 
1 942 191, Jan. 2, 1934, application 
filed May 23, 1929; Frank W. Steere, 
assignor to Semet-Solvay Engineering 
Corp. 

O OVERCOME the thermal ineffi 

ciency and other disadvantages of 
cracking processes in which heat is 
indirectly applied to the charging 
stock, a novel method has been de- 
veloped by which the required heat is 
generated in direct contact with the 
oil which is to be cracked. This is ac- 
complished by the controlled opera- 
tion of a water gas reaction within 
the body of oil, i. e. by the combus- 
tion of powdered coal in presence of 
steam. Temperature control is pro- 
vided by the steam, which acts as a 
heat absorber. The water gas reac- 
tion not only gives the required heat 
for eracking in a very efficient and 
economical manner, but also produces 
a useful fuel gas as a product of the 
process. 

What is Claimed 

Heat treating liquids by. reacting 
oxygen, steam and powdered coal in 
contact with a body of the liquid. 

* * * 


Hydrogenating Oil Shale. U. S. P. 
1 941 809, Jan. 2, 1934, application 
filed Oct. 12, 1929; Ralph H. McKee. 
HIS invention relates to a novel 
process for producing a raw gaso 
line fraction, a high pressure fuel gas 
and carbon dioxide from oil shale and 
steam or other gas which supplies hy- 
drogen. The steam or like gas also 
serves as carrier or suspension medium 
for the very finely comminuted oil 
shale; a mixture of the powdered shale 
and steam is blown into a reaction 
zone under high pressure and at a 
temperature such that cracking and 
hydrogenation take place, yielding 
volatile distillates in the gasoline 
range. The fuel gas which is also 
formed is under high pressure and is 
very suitable for sale to gas com- 
panies for transmission in their high 
pressure mains. The carbon dioxide, 
suitably purified, is readily salable for 
use in making solid carbon dioxide. 
Catalysts, e. g. of nickel or chromium, 
may be used to accelerate the reactions 
proceeding in the reaction zone. 
What is Claimed 
Hydrogenating and _ distilling oil 
shale by grinding to a fineness of at 
least 20 mesh, preheating to about 
300°C., suspending in a rapid cur- 
rent of steam to the amount of about 
equal parts by weight of shale and 
steam, passing the mixture through a 
metal tube under at least 1000 but 
less than 2500 lb. pressure per sq. in., 
keeping the first half of the tube at 
about 900°C. and the second half at 
about 250-450°C., adjusting the speed 


60 


of passage so that the oil shale is ex- 
posed for only a very short time (a 
matter of seconds to the said heat so 
that vapors will be evolved without 
injury to the vapors or to the shale 
quality, withdrawing the hot vapors 
and gases thus evolved, subjecting 
them to heat exchange, condensing the 
vapors and separating the products. 
ok * * 

Dewaxing Oil. U. S. P. 1 943 236, 
Jan. 9, 1934, application filed Aug. 31, 
1931; Roy N. Giles, assignor to Stand- 
ard Oil Co. of Indiana. 


ASED on the discovery that liquid 
a butane has remarkable properties 
as a wax diluent, a new dewaxing 
process has been developed which is 
cheaper, simpler and more effective 
than the processes of the prior art. 
The advantages of the new diluent 
and method are that chilling rates are 
increased, the wax is precipitated in 
a form which permits rapid filtration 
without the aid of settling agents or 
filter aids, and the color of the fin- 
ished oil is better than hitherto be- 
cause a lower reducing temperature 
is possible in the new method. The 
operation is carried out under pres- 
sure, butane being normally a gas; 
and the chilling rate may be as high 
as 350°F. per hour (preferably about 
150°F. per hour) instead of the 4 or 
5°F. per hour obtained in prior meth- 
ods. 

What is Claimed 

Dewaxing oil by heating with butane 
to effect complete solution of oil and 
wax therein, refrigerating the solution 
to crystallize the wax and mechanically 
separating the wax from the butane- 
oil mixture. 

oS ok 

Fractionation. U. S. P. 1 942 446, 
Jan. 9, 1934, application led April 24, 
1929; Albert G. Peterkin, Jr., assignor 
to Atlantic Refining Co. 


N THE distillation method, now much 
| in favor among refiners, in which 
the oil is passed at high speed through 
a pipe still and thence to a fraction- 
ator, the liquid portion entering the 
fractionator contains a considerable 
amount of volatile fractions which 
tend to lower the flash point and vis- 
cosity of the final lubricants to a harm- 
ful extent. Moreover, these volatile 
fractions are useful in themselves and 
their loss is undesirable. Steaming 
off the volatile fractions overcomes 
these two disadvantages, but intro- 
duces a new difficulty in that the steam 
seriously lowers the efficiency (output 
capacity) of the fractionator. A new 
system has therefore been devised, in 
which the volatile fractions are 
steamed off from the liquid oil without 
burdening the fractionator with the 


residual steam. This is done by ef- 
fecting the contact of steam and the 
liquid oil out of contact with the va- 
porized fraction of the oil, and pre- 
venting the steam from passing into 
or through the zone in which the li- 
quid oil is separated from its vapor, or 
any zone above this zone. The steam 
is separated from the vapors which it 
expels from the liquid oil, and these 
vapors are separately returned to the 
fractionating columns. 


What is Claimed 

An oil fractionating system compris- 
ing a fractionating column with an oil 
and vapor inlet between its top and 
bottom, a fractionating structure in 
the column above this inlet, means 
below the inlet to pass liquid down 
the column without permitting vapors 
formed below the inlet to rise above 
it, a steam inlet below said means, the 
steam being used to vaporize a por- 
tion of the liquid oil below said means, 
and means for condensing and sepa- 
rating from the steam the oil thus 
vaporized, at least a part of this con- 
densate being returned to the fraction- 
ating column, and means for withdraw- 
ing liquid oil from the bottom of the 
column. 

* ok * 

Hydrogenating Oils. U. S. P. 1 946 
341, Feb. 6, 1934, application filed 
March 30, 1931, and in Germany and 
Austria, April 5, 1930; Lajos von 
Szeszich, assignor to Deutsche Gold- 
und Silber-Scheideanstalt, vormals 
Roessler. 

ONTRARY to the general belief 
C that sulfur is necessarily harmful 
to the hydrogenation process, it has 
been found that hydrogen sulfide can 
actually be used to increase the poten- 
ey of certain hydrogenation catalysts. 
The preferred method of taking ad- 
vantage of this discovery is to use as 
catalysts the oxides of iron, cobalt or 
nickel, and to introduce into the sys- 
tem the predetermined optimum quan- 
tity of hydrogen sulfide to activate 
these catalysts by converting oxides 
to sulfides. In general this optimum 
represents 1 to 15% excess over the 
amount chemically required for con- 
verting the oxide catalysts to sulfides. 


What is Claimed 

Hydrogenating carbonaceous mate- 
rial at 350-600°C. and above 100 
atm. pressure and introducing into the 
reaction vessel hydrogen sulfide and 
a catalyst containing iron or nickel or 
cobalt, the quantity of hydrogen sul- 
fide being adjusted to provide the con- 
tinuous presence of 1 to 6% by weight, 
calculated on the carbonaceous mate- 
rial, the action of the catalysts be- 
ing thereby improved over their ac- 
tion, including sulfide catalysts, when 
used alone. 
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Cutaway section of Goodrich Wire Filler Hose. Note that the alternate filler 
strands in the weave of the jacket are wire instead of cotton. 


GOODRICH GASOLINE SERVICE 
STATION EQUIPMENT INCLUDES: 


e Wire Filler Tank Hose... for Bulk Station, Tank 
Car and Tank Truck. 


© Standard Cotton-Jacketed Gasoline Pump Hose 


© Rubber-Covered Gasoline Pump Hose. . 
Permalock Couplings 


© Airport Refueling Hose 


© Low Pressure Grease Hose 


A ° Filling Station and Garage Air Hose 
OA © High Pressure Car Washing Hose 
© Radiator Filling Hose 
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= With the Southwestern Refiners == 

















ONSIDERABLE encouraging news regard- 
C ing the refinery situation in East Texas has 
come from that area the past week. 

Refiners held another meeting at Gladewater 
April 30. More signers were obtained for the 
proposed Marketing Agreement. Frank Adams, 
secretary of the East Texas Independent Refin- 
ers Assoc. says approximately 98 per cent of the 
refining capacity of that district now has signed. 
He did not include, of course, the so-called re- 
claiming plants. Signatures obtained at the 
April 30 meeting were turned over to Fred M. 
Lege, Jr., Dallas, who is the state chairman of 
the marketing committee for Region No. 4. 

Several buyers who have been active in that 
district almost from its inception as a refining 
center, now see it drying up rapidly as a source 
of ‘‘cheap gasoline.” There is still a little there, 
they say, but, when that is gone, the refiners 
have told them buying prices are going to have 
to be more nearly in line with other districts. 
Why? Crude costs, even for “hot oil’’, are get- 
ting closer to the posted price, and oil is getting 
harder to obtain. 

Some of the East Texas wells, particularly 
around the Gladewater district, which have been 
giving forth crude unrestrained, are now flow- 
ing considerable water along with the oil. That 
requires treating, and treating adds to the cost. 

The forces of the Texas Railroad Commission, 
under R. D. Parker’s direction, are doing con- 
siderably more work than had been done for- 
merly, in checking the production of “hot oil.”’ 


Several persons in close touch with the situa- 
tion down there are agreed on one thing, i. e., 
the present trend is toward the elimination of 
the slip-shod refineries. They appear to be 
passing Slowly out of the picture. As raw mate- 
rial costs move more closely to those of the more 
efficient plants, salesmanship and efficient opera- 
tion are the factors which will determine a 
plant’s future. 

That is the picture in East Texas as some see 
it now. But—one never knows about that dis- 
trict! 


ONTINENTAL Oil Co. has become snarled in 

a bunch of damage suits as a result of an 
attempt to raze their old refinery at Sapulpa. To 
date seven suits have been filed, asking dam- 
ages totaling $114,150. All these suits are the 
aftermath of the attempt of persons razing the 
old refinery to wreck some of the buildings and 
stills with dynamite. The refinery is outside the 
city, but, when the charge was set off, Sapulpans 
thought a nitro magazine had exploded. The 
plaintiffs in the suits allege various injuries; 
one says his hearing was impaired, and he wants 
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By Allen S. James 
N. P. N. Staff Writer 


ee 

















$20,000; another /says she was thrown against 
a table and suffered $16,250 worth of injuries. 
Defendants besides Continental are the Golden- 
sterm Supply Co., P. L. Crandall, Lee Hartsell, 
M. M. Kinley and the Kinley Torpedo Co. 


* * * 


The Smith Separator Co. entertained mem- 
bers of the Purchasing Agents’ Association, their 
assistants and immediate superiors in Tulsa oil 
companies, at its plant recently. The company 
displayed a miniature separator in operation. 


* * 


HE Oklahoma section of the American Chem- 

ical Society will have as its guest and speak- 
er Dr. W. A. Gruse of the Mellon Institute, at 
the regular meeting in Tulsa May 12. His sub- 
ject will be “The Chemical Constitution of Pe- 
troleum.” The meeting will be held at the Sin- 
clair Tavern. J. R. Marshall of the Mid-Conti- 
nent Petroleum Corp., in charge of the meeting, 
has invited all petroleum technologists attend- 
ing the International Petroleum Exposition. The 
Oklahoma section meeting follows closely the 
mid-west meeting of the society at Kansas City. 


* * * 


HE Cushing Refining & Gasoline Co., Cush- 

ing, Okla., will begin work within the next 
week or 10 days on a cracking unit, according 
to President Rex Winget. The unit will be built 
by the refinery’s engineers and will be of 2000 
barrels daily capacity, capable of making a 68 
or 69 octane gasoline. 

Approximately 60 men are expected to be em- 
ployed in the construction work, which will re- 
quire about four months. The Cushing com- 
pany at present has a skimming plant rated at 
4500 barrels daily at Cushing and a 1500-bar- 
rels daily capacity skimming plant at Blackwell, 
Okla. 

* * * 

HE Wheatland Refinery Co. has completed a 

new refinery at Wheatland, Wyo. The company 
officials are Gilbert and Hugh Brown, Edward 
Kirk and W. A. Dickey, all of Lusk, Wyo. The 
plant will be operated on Lance Creek crude. 


* * * 


The White Eagle Oil Corp. was the successful 
bidder recently when Cheyenne, Wyo., decided 
to hard-surface the municipal airport with as- 
phalt. The purchase was 30,000 gallons. 

* *% * 

Mark Patton, sales manager for Hurley Gaso- 
line Co., took time off from his office this week 
to be chairman of the Tulsa clean-up, paint-up 


and fix-up campaign, prior to the International 
Petroleum Exposition. 
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What Exhibitors Will Show at Tulsa 











MERICAN - LAFRANCE AND 
A FOAMITE CORP., Texas 102, 103, 
a full line of accepted types of fire 
extinguishers including the Foam 
Soda-Acid, Vaporizing Liquid and An- 
ti-Freeze types and everything from 
the small hand extinguishers to the 
large ones on wheels. There will also 
be a wide variety of foam generat- 
ing dry powder equipment—Carbon 
Dioxide Battery and various types of 
gas masks. The feature of the ex- 
hibit will be Foamite Bins for the stor- 
age of dry powder of Firefoam gen- 
erating systems. D. D. Fitzgerald, 
Houston district manager, in charge 
and E. F. Vogel, J. A. Harte, and C. 
V. Dailey in attendance. 


* of * 


American Rolling Mill Co., Okla., 70, 
an assembly of Armco Spiral Welded 
Pipe illustrating the ease and economy 
of assembling to conform with intri- 
cate piping layouts the standard pipe 
couplings and field welding, and a dis- 
play of Armco Spiral Welded Pipe 
sections showing the complete range 
of pipe diameters. R. E. Walker, 
Tulsa representative will be in charge, 


Bo * * 
Appleton Electric Co., threaded and 


no-thread malleable Unilets, explosion- 
proof Unilets, portable and constant 


duty Reelites, portable and rolling 
Adaptalites, and Aireels. Attending, 
R. V. Hawkins and F'. S. Donahue. 

* * * 


) AILEY METER CoO., Scientific and 
Technical 60, the latest types of 
fluid meters, adjustable orifices, con- 
trollers and potentiometer pyrometers. 
Demonstrations of the operations of 
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each will be given with the aid of 
cutaway apparatus and removed cases. 
e ww ¢ 

Bausch & Lomb Optical Co., Scien- 
tific & Technical 3, binoculars and 
magnifiers for the field geologist, wide 
field binocular microscopes and petro- 
graphic microscopes for the identifica- 
tion of foraminifera, chemical micro- 
scopes for the study of the melting 
points of wax crystals, and many in- 
struments applicable to the industry. 
The new improved LC Polarizing Mi- 
croscope will be featured. L. B. Me- 
Kinley and J. H. Schering in charge. 


* 


The Brown Instrument Co., pyrom- 


eters, flowmeters, CO, meters, ther- 
mometers, pressure and vacuum 


gauges, liquid level gauges, resistance 
thermometers, and automatic control 
instruments on a centralized panel 
board. On tables there will be cut- 
away views of the new Brown meter- 
body for measurement of flows up 
to 5000 pounds and for measurement 
of heavy oils, etc. The latest type 
mechanical flow meter a single rec- 
ord recording potentiometer, and the 
new control thermometer will be fully 
demonstrated. Representatives pres- 
ent, R. P. Brown, president; G. W. 
Keller, vice-president and director of 
sales; Nelson Chance, sales manager; 
F. M. Poole, district manager; A, H. 
Koch, sales engineer, G. S. Younkin, 
sales engineer; R. W. Groendycke, 
service engineer; and E. J. Collins, 


service engineer. 

4 * ENTURY ELECTRIC CoO., Okla., 
. 38, 39, electric motors and fans, 

featuring explosion proof totally en- 

closed fan cooled and quiet blower 


motors for air conditioning installa- 
tions in large buildings. Foundry 
products on exhibit will include bubble 
trays and caps and light castings used 
in the oil industry. In charge, T. 
Pellmounter, G. W. Carlson, W. C. 
Schade, and L. S. Todd. 


of * * 

Chicago Bridge and Iron Works, ex- 
hibit to consist primarily of a pic- 
torial panel entitled ‘“‘A type of oil 
storage tank to meet every evapora- 
tion problem,” featuring five major 
types of evaporation preventing stor- 
age tanks. In addition a large cut- 
away section of a tank equipped with 
a Wiggins Breather Roof will be shown 
demonstrating its action. 


* of * 

The Cincinnati Advertising Products 
Co., General Porcelain Enameling and 
Mfg. Co., and National Pumps Corp., 
Refiners and Marketers 30, pump 
globes, Veribrite signs, and pumps. In 
charge of G. F. Mattman, J. S. Wilkin- 
son, Boyd Logan, and A. M. Culmore. 

* aa 

Combustion Engineering Co., will 
feature work done for leading refin- 
eries in the field of pressure and vacu- 
um vessels, in carbon and alloy steels, 
boilers, and the fabrication of drums 


and towers. There will be enlarged 
views of annealing ovens, bending 
presses and X-ray equipment at the 


Chattanooga shops. Part of a sec- 
tional header of a boiler and welding 
samples of special alloys to resist cor- 
rosion and creep as well as high ten- 
sile specimens. W. W. Boyd, Tulsa 
representative, in charge and others 
in attendance include H. S. Colby, gen- 
eral sales manager; A. W. Harris of 
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Are 
You 
Prepared? 


HE Oil Code under which 

the industry must operate 
opens up a brand new era in 
oil marketing. Your practices, 
your margins, your profits, the 
rates of pay in your company— 
are all directly involved. 


ROVISIONS of the Oil Code 

must be carried out by 
every oil company . . . NOT 
according to its own ideas of 
how the rules should be put 
into effect . . . but based on the 
actual interpretations of the 
rules by the Code committee 
and the federal authorities. 


EGULATION of the oil 

industry by the govern- 
ment means you will need 
guidance more than ever before 
in your business experience. 


ROTECT your interests! 

Have the Government’s 
regulations of the oil industry 
analyzed for you from the oil 
man’s angle .. . each week... 
in NATIONAL PETROLEUM 
NEWS. 





REE to new subscribers with 

a year’s subscription... 
copy of the Oil Code with inter- 
pretations and revisions to date. 
Regular subscribers re- 
ceived this data in _ their 
weekly issues of the paper. 


Send Your Subscription In At Once! 
—<—--- = Clip and Mail—- —- -—- — — 


NATIONAL PETROLEUM NEWS 
701 Penton Bldg., Cleveland, Ohio 


RUSH .. . copy of the Oil Code with official 
interpretations and revisions to date. 


Enter my subscription to NATIONAL PETROL- 


EUM NEWS for the next 52 weeks. Enclosed 
is check for $3.50, the yearly rate in U. S. 


City-State 
Position 


Company .. 








Chattanooga, Walter Springs of Kan- 
sas City and J. W. Mason of Houston. 


Continental Can Co., Refiners and 
Marketers 10, 11, 12, 13, an exten- 
sive display of refinery sealed motor 
oil cans. The feature of the display 
will be a 10 or 15-minute three-act 
show by living actors. <A sound film 
of interest to jobbers and service sta- 
tion dealers will be shown at the ho- 
tel rooms. Attending, O. G. Jakob, 
division sales manager, N. Y.; J. M. 
Cross, manager of developments, N. 
Y.; H. A. Goodwin, advertising man- 
ager, N. Y.; R. S. Solinsky, district 
sales manager, Chicago; H. A. Rape- 
lye, district sales manager, Kansas 
City: W. A. Rooney, sales representa- 
tive, Kansas City; R. C. Westerman, 
district sales manager, Houston; C. H. 
Hulbert, sales representative, Houston; 
and L. J. LaCava, assistant sales man- 
ager, N. Y. 


EEP ROCK OIL CORP., Refiners 

and Marketers 28, 29, a full line 
of lubricating oils, greases and differ- 
ent grades of gasoline. 


“CONOMY ELECTRIC LANTERN 
i CO., Texas 15, regular line of 
ECOLITE portable electric hand lan- 
terns, featuring the latest model, the 
42-BM, approved by the U. S. Bureau 
of Mines for use in extreme hazardous 
locations, and the 40-UV, approved by 
the Underwriters’ Laboratories for the 
oil industry. The general utility type 
lantern, R-1000 MAJIK lantern will 
also be shown as well as brackets for 
all types, batteries, bulbs, ete. K. 
J. Helmholtz, president, in attendance 
assisted by H. C. & L. M. Gardner 
and E. M. Helmholtz. 


Erie Meter Systems, Inc., Refiners 
and Marketers 1, the new Visible Erie 
Meter Pump and the new cash re- 
corder pump. In charge of T. G. 
Dabney, southwestern division man- 
ager, Tulsa. 


~- AIRBANKS-MORSE & CO., Conti- 
nental Supply Co. building, the 
new four-cycle Diesel engine, Model 
386 will be featured. F. D. Radcliffe 
attending. 


S UCFFMAN MFG. CO., (THE), 
a complete line of dispensing 
equipment such as ‘‘Sealdoyl’’ dispen- 
ser, the new “Side-Cutter’’ spout, and 
the ‘‘Snap-on,’’ five quart adapter for 
the latter, and a newer and more com- 
plete line of valves and fittings, J. B. 
Holtson in attendance. 


The Hinde & Dauch Paper Co., 
Shipping cartons. 


ONES & LAUGHLIN STEEL CORP., 
wm Okla. 12-16, complete line of seam- 
less and welded tubular products with 
emphasis on J & L hot rolled seam- 
less boiler tubes, seamless rotary drill 


pipe and seamless casing and tubing. 
Also an exhibit showing the various 
stages through which seamless ¢cas- 
ing passes in manufacture. The back- 
ground will be a specially built piece 
that includes two panels designed to 
show the more interesting operations 
in the manufacture of open hearth 
and bessemer steel. The panels are 
modeled to seale, fully mechanized and 
brilliantly illuminated. 

* % * 

‘IDDE & CO., (WALTER), Sci- 
ee entific and Technical 59, com- 
plete line of Lux portable and wheeled 
extinguishers adapted to oil and gaso- 
line fires. Also a Lux permanently 
piped carbon dioxide system for in- 
stallation in hazardous spaces. Mr. 
Clifford Strain attending. 

k % ot 

INCOLN ENGINEERING CO., Calif. 

4, 5, an entirely modernized line 

of its lubricating equipment, including 

all the large units and guns for spe- 

cialized lubrication. In attendance, 

Frank Barks, president; Foster 

Holmes, vice-president and sales man- 

ager; J. M. Handley, advertising man- 

ager; H. R. Askin, division sales man- 

ager; Ed Lang, division supervisor, 

and H. R. Northrup, Oklahoma super- 
visor. 


The Lagonda Mfg. Co., tube cleaners 
intended primarily for straight and 
curved tubes of oil stills. Attended 
by H. A. Pastre, W. E. Widau, C. C. 
Wilson, and H. S. Pahren. 


The Lunkenheimer Co., Okla. 130, 
31, will feature a new line of plug 
type ‘“Ferrenewo” and ‘‘Renewo” 
valves. The new ‘‘Alvor’’ constant lev- 
el oil control for indicating and main- 
taining the proper oil level in ring- 
oiled bearings will also be shown in 
addition to a complete line of bronze, 
iron, and steel valves, boiler mount- 
ings, lubricating devices and _ other 
specialties. H. A. Burdorf, sales man- 
ager: Joe Waldeck, M. N. Stickel, and 
E. R. Tieberman in attendance, 


» INE SAFETY APPLIANCES CO., 
| Okla. 57, safety, rescue, and first 
aid equipment featuring the Burrell 
All-Service Mask, special tank gaugers 
masks, hose masks, both hand power 
and motor driven, and special masks 
for H.S protection. Also M. S. A. 
combustible gas indicator for deter- 
mining percentages of explosive gas in 
enclosed spaces, skullgards of different 
types for head protection, M S A pe- 
troleum safety shoes, Edison cap and 
hand lamps for individual illumina- 
tion, H H inhalator for aiding in re- 
suscitation, and McCaa oxygen breath- 
ing apparatus. Other equipment in- 
cluding first aid kits and refills, safe- 
ty belts, goggles, protective clothing, 
respirators, danger and _ directional 
signs, and gas indicators and detectors. 
In charge of H. W. Richards, Tulsa; 
G. J. Gruber, Houston; F. H. Cushing, 
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” THINK of 100 million tires on 
the road. Each of these tires needs a 
valve inside and valve cap replacement 
every year. Think of this profitable vol- 
ume right “under the nose’ at the free 
air lines of gasoline service stations .. . 
Dill has developed a Plan which points 
the way to cash-in on this profit oppor- 
tunity—a simple merchandising plan that 
fits in perfectly with efficient station 
operation. This Dill Plan is available to 
station operators and oil company 
executives without charge or obligation. 
Write for a copy, now. You will find it 
a sure guide to cash profits from your 


free air service. 


DILL PLAN points the 
way to NEW 
sales and profits 


Now in use by thousands of 
stations, the Dill Plan is a proven 
success. It will help you to make 
your station attendants more 
efficient, better salesmen. It will 
help you increase your station 
business and profits. Request a 
copy, now. 


The Dill Manufacturing Co. 
Cleveland . Ohio 














TIRE VALVES & 
ACCESSORIES 


STANDARD EQUIPMENT OF TIRE MANUFACTURERS 
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MAKE YOUR SHIPPING BOXES 


ADVERTISE 


YOUR PRODUCTS! 






PENNSYO* 


mensrert| MOTOR 0! 
7TORON ,; 


Like a flash, the shipping 
box, becomes a display 
stand—a real display 
stand that helps you mer- 
chandise your products. 
Simply cut open the box 
along the dotted line and 
PENNSYLA al fold up... that’s all there 


Y 0 f 
OTOR yy. is to it. « « “ “ 


Since the oil code prohibits the distribution of free 
display stands to retail outlets, many Refiners and 
Distributors have found the shipping box display stand 
exceptionally useful. They are especially ideal for 
inside displays on counters or in windows. The H&D 
Display-Shipping Box serves two purposes at but one cost. 


Send for our new folder “Make Your 
Shipping Boxes Advertise Your Products’’ 
THE HINDE & DAUCH PAPER COMPANY, yw 
218 Decatur Street, « « « Sandusky, Ohio "4 


wt 00 ove meat 


HINDE & DAUCH ¢SHIPPING BOXES 


H & D FACTORIES ARE AT YOUR SERVICEIN 


Sandusky, Cleveland, Buffalo, New York, Boston, Philadelphia, Baltimore, 


Richmond, Saint Louis and Kansas City. In Canada, Toronto and Mentreal 








Internatienal Petroleum Visitors—WELCOME To Booth No. 55 


El Paso; L. J. Bowker and J. B. Davies 
of Pittsburgh. 

* * * 

HIO OIL CO., will show the vari- 

7) ous phases of the oil industry 
earried on by company,—production, 
transportation, refining, and market- 
ing. Very few, if any, products will 
be on display. Another part of the 
display will be devoted to Lincoln-ite 
road building material, Attending, L. 
B. McCammon, C. W. McKay, I. W. 
Lloyd and R. M. Slough. 

* % * 

The Oil Conservation Engineering 
Co., Okla. 82, 129, a full Hine of 
OCECO tank fittings and refinery spe- 
cialties and the new OCECO rotary 
pump with features new to this field. 
W. H. McGunagle and H. H. Flem- 
ing will attend. 

* * * 
DD YRENE MFG. CO., a complete line 
of foam, wet chemical and vaporiz- 
ing liquid extinguishers from the 1-pt. 


| size up to wheeled units, a new con- 


tinuous foam generator, the Phomene 
Hopper, and some of the new portable 
carbon dioxide fire. extinguishers of 
the C-O-Two Fire Equipment Co., an 
affiliated company. W. L. Ferrier, B. 
S. Allen and Ferguson Alexander in 
attendance. 
* ok 
~ UN OIL CO., Refiners and Market- 
Xd ers 52, 538, complete line of oils 
and greases and an illuminated bottle 
display rack to allow comparison and 
illustrate the advantages of the S. A. 
E. grades obtained by blending wholly 
distilled heavy oils with neutral oils. 
Attending, R. A. Searle, Tulsa repre- 
sentative. 
* * * 
“wr” AYLOR INSTRUMENT CO., Scien- 
tific & Technical 35, 36, will fea- 
ture the new Taylor Fulscope Regu- 
lator for temperature, pressure, liquid 
level and rate of flow. Also to be 
shown are the new time-schedule- 
pressure regulator, the self-acting 
regulator, the Dubl-Response control 
unit in actual operation and the lat- 
est etched stem thermometers and 
Easy Kleen hydrometers, with set-ups 
showing their construction. Of gen- 
eral interest will be a large 10-foot 
illustration showing the control panel 
board of the N. B. C. Studios in Radio 
City with its 64 Taylor recording tem- 
perature’ regulators. A. J. Fleig, 
Rochester, sales department in charge, 
assisted by E. H. Triphaus, L. G. 
Marsh, and H. A. Brown of the Tul- 
sa branch. 


Cc. J. Tagliabue Mfg. Co., Scientific 
and Technical 32, 33, oil testing in- 
struments including thermostatic Say- 
bolt viscosimeter, closed testers, A. S. 
T. M. Pensky-Martens tester, electric 
stop watch, new A. S. T. M. preformed 
gum test apparatus and breakdown 
test apparatus for gasoline, new cer- 
tified hydrometers, snap front indus- 
trial thermometers, temperature and 
pressure instruments, flow controllers, 
flow recorders, orifice meters and re- 
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cording potentiometer pyrometers. | 


Represented by W. C. Begeebing, A. 
G. Koenig, J. M. Coffeen, C. L. Huff- 
man, and H. Jungerman. 
oS a Ed 
The Texas Co., Refiners and Mar- 
keters 31, 32, Texaco petroleum prod- 
ucts. J. W. Wallace will be in charge. 
* ok * 
Tube-Turns, Inc., Okla, 109, 110, 
Tube-Turns and complete line of weld- 


ing fittings demonstrating the advan- | 
tages of turns of the same material | 


as that to which they are welded, i.e., 
seamless tubing, and the advantages 
of welding over flanges. 
* * * 
OL-U-METER CO., weight con- 
trolled can fillers in four models 


for automatically filling cans with oil | 


or grease to predetermined levels. 


* * co 
ACKMAN WELDED WARE CoO., 
Refiners and Marketers 42, light 
oil barrels and grease drums of stand- 
ard sizes and styles and a new prod- 
uct, the Wackman “RIM SEAL” Full 
Removal Head Barrel. In attendance, 
George Wood, assistant to the presi- 


dent; A. F. Cunningham, manager | 
drum sales; E. A. King, Kansas City | 


plant manager; and L. F. McKay, di- 
vision manager, Tulsa office. 
% ok * 

Westinghouse Electric and Mfg. Co., 
Okla. 91, 92, 119, 120, pumping 
equipment, two models of heat ex- 
changers embodying the latest devel- 
opments in the refining field, explosion 
proof motors for use in Class I, Group 
D hazardous locations using the heat 


exchanger principle of ventilation for | 


cooling, industrial analyzers for test- 


ing electrical equipment, water cool- | 


ers, a breath relay as a novelty de- 
vice showing what may be done in the 


way of control with electronic devices, | 


vapor proof floodlights, industrial 
lighting units, and other apparatus. 
Represented by G. E. Stoltz, Jack 
Swindell, W. C. McGraw, L. D. O’Con- 
nell, and D. H. Hunter. 


tk x * 


H. F. Wilcox Oil & Gas Co., ex- 

hibit in charge of L. G. Murrell. 
Eo ok ck 

Willard Storage Battery Co., Calif. 
34, comprehensive display of storage 
batteries applicable to various phases 
of the oil industry, engine starting, 
isolated lighting plants, and signaling 


FIRE INSURANCE 
AT A SAVING 


26th Year 








Pat. Pending 


SELF-DRAIN “‘Sealdoyl”’ Dispenser 
No. 76. Has rigid, Self-Drain Spout 
and Thumb-Control Valve. Rigid 
spout reaches any intake—makes 


| dispenser stand alone while draining. 


or communication. In addition the | 


new storage battery in which self dis- 
charge has been eliminated will be 
shown. Attending, H. H. Ellis, J. R. 
Carlisle, P. F. Jones, C. F. Hodges, 
and E. M. Sutherland. 
* ok 
Wilson & Bennett Mfg. Co., a com- 
plete line of steel containers including 
barrels, drums, and pails in various 
sizes and styles. The new E Z Seal 
barrel and 5-gallon Por-Pails will be 
featured. 


May 9, 1934 


Thumb-Control Valve prevents = 
mature delivery of oil, controls 

at attendant’s wish, eliminates spill- 
ing . . . One and five quart sizes. 
Supplied with end opener blade or 
with both end and side opening 
blades for further mutilation. 
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An Opener-Spout 
Instantly 
Adaptable 

to both 1 quart 

and 5 quart cans 


You can always depend on Huffman for some- 
thing better! The ‘‘Side-Cutter’’ Spout (No. 78) 
is just that . . . Users prefer it for these reasons: 
Exclusive design—easily and securely hooks across 
top of can—special spring steel blade enters directly 
under chimb at opposite side—no chance to locate 
wrong or slip. One continuous motion cuts side of 
can and locks spout in position. Positive seal. 
No seepage. Cadmium plated. 





a RS a 
TO TAKE OFF 
. “e 
‘Snap-On Adapter for 5 quart cans 


“Snap-On” Adapter (No. 78A) instantly adapts No. 78 
l-quart ‘‘Side-Cutter’” Spout to 5-quart cans. Practically 
saves the cost of another spout. Illustration above shows appli- 
cation of Adapter. (Patent Pending) 


cm EE == =F =a = ee = = 
Mail to— qynt COMpy Get de- 
The Huff- Ww 7s tails. See 
man Man- h, 4 . the ‘‘Side- 
ufacturing sid 
Company, 
105 Gilbert 
Ave., Day- 
ton, Ohio. 





Cutter 
before 
buying. 


Rush details on “Side-Cutter’’ Spout, ... Self- 
Drain _Dispenser. 
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With The 
Independent Marketers 


By E. L. Barringer 





- N. P.N. Staff Writer 


HE industry faces another 

serious tax situation, and if 
the issue is not faced squarely 
there will be less income left 
for profits. This time it is the 
state sales tax, and fortunately 
the oil marketer does not stand 
alone in its efforts to pass it 
on to the public. 

Each year the list of states 
levying a sales tax grows. In 
the middle west now the cus- 
tomers pays such a tax in IIli- 
nois, Michigan, and Iowa.  In- 
diana has a gross income tax 
that some businesses attempt to 
pass on to the customer. 

State associations have en- 
deavored to prevent this tax 
from applying to the oil indus- 
try on account of the present 
excessive rates on gasoline. In 
one state the sales tax does not 
apply to gasoline, as it already 


is taxed, but it does apply to 
other merchandise sold at re- 
tail. The industry might just as 


well make up its mind that the 
sales tax may be passed in every 
state sooner or later, and that it 
will apply to everything sold ex- 
cept gasoline. 

Amounts of these taxes are 
small, only 2 or 3 per cent, but 
over the course of a year this 
builds into quite a sum. The 
danger lies in failure of the in- 
dustry to pass on this tax. It 
seems a trifling sum, only a pen- 
ny or so on a gallon of motor oil 
selling at $1, but unless the in- 
dustry makes a-— determined 
stand it will not be long until 
those pennies are paid directly 
by the industry. This has been 
the case at many stations on the 
federal motor oil tax, and now 
the customer seldom is aware 
that he is paying this tax, and 
does not always pay it. 

The oil industry is not stand- 
ing alone on the sales tax. The 
same tax applies to other retail 
business. Now is the time for 


~1 





every business to stand firm, and 
pass the tax on to the customer 
as a separate part of the pur- 
chase. If a firm stand is not 
taken, the tax shortly will be 
absorbed by business, then state 
legislatures will start working 
the rate higher, just as in the 
case of gasoline taxes. 


HE code, legislative affairs, 

and taxation may be the ban- 
ner headline news events of the 
industry, but when several mar- 
keters get together for a heart- 
to-heart talk the conversation 
usually turns to practical, every- 
day operating problems. 

Before a recent state associa- 
tion meeting several marketers 
were talking in the hotel lobby. 
Major topics of the day were dis- 
cussed quickly, and one market- 
er set the ball to’ rolling by 
bringing up the question of how 


to manage service station rest 
rooms. 
They were interested in the 


location of doors to the rooms, 
whether they should be inside or 
outside the building, the advis- 
ability of locking the ladies’ rest 
room door, the problem of hand- 
ling school children, and the 
problem of preventing theft of 
soap and towels. 

They all agreed that the en- 
trance to the ladies’ rest room 
should be outside the building 
One marketer advised against 
keeping children from the rest 
rooms, as it was only a few years 
until they would be gasoline cus- 
tomers, and kindness now would 
result in customers years later. 
Another marketer was in favor, 
and operated his stations accord- 
ingly, of not locking the door, 
and of keeping the rooms clean 
by frequent inspection. Another 
marketer favored this plan, but 
his experience, he felt, required 
keeping the door locked. 


All agreed that the theft of 
soap and towels was an evil and 


there was no practical way 
thought up yet to prevent it. 
One marketer had found that by 
keeping a waste paper basket 
under the wash bowl paper 
towels were thrown there, and 
his clogged toilet problem van- 
ished. 

And the discussion on rest 
rooms was more enthusiastic 
than their comments later in the 
meeting on the code. 


HE item of quality in direct 

mail advertising literature 
seems to be a question of funds 
for expensive engravings, type 
setting and printing, but the 
Quaker Petroleum Co., Omaha, 
has built a direct mail campaign 
for its jobbers that combines 
quality workmanship with inex- 
pensive costs. 

Three pieces have been pre- 
pared, with the aid of the com- 
pany’s local printer and engrav- 
er, none with the company’s own 
name, and all to carry the job- 
ber’s name and address. 

One piece opens to the cen- 
ter fold, containing a group of 
individual photographs of the 
jobber’s service station and tank 
truck employes. It is thought 
that the pictures of persons fa- 
miliar to the reader will pro- 
duce the same reader interest, 
just as our interest is flagged 
when reading a newspaper or 
Magazine as seeing the _ pic- 
ture of someone we know or of 
some familiar scene. 

Another mailing piece is on 
changing products for spring 
driving, a folder with staggered 
pages on motor oil, gasolines, 
and greases. 

The third piece is a large 
folder on gasoline entitled “The 
inside story—every man who 
drives a car should know these 
facts.”’ The center spread con- 
tains a photograph of the stills 
in which the company’s gasoline 
is refined, with a story on how 
modern gasoline is produced. 
The first two pieces are in two 
colors, black and orange, and 
the third in one color, brown. 

These pieces show that with 
careful planning, type and il- 
lustration layouts, a mail cam- 
paign can be produced without 
a large expenditure of the ad- 
vertising appropriation. 
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Refinery -- Tank Wagon Markets 











Mid-Continent Gasoline Prices Rally; 


Ohio 


CLEVELAND, May 7 
RALLY in Mid-Continent gaso- 
line prices, higher prices for 
Pennsylvania crude and a 0.5- 
advance in QOhio retail prices 
highlights of oil markets the 
first week in May. A better feeling 
was apparent in oil trade circles in 
nearly all parts of the country. 

Pennsylvania refiners for the most 
part had been looking for an advance 
in their crude prices. The market 
has been tight for some time. Reports 
indicated that the only surprising fea- 
ture of last week’s advance was that 
it was not more than 10 cents a bar- 
rel. Many expected another 15 cents 
per barrel in the near future. The 
advance last week was the first involv- 
ing all Pennsylvania grade crudes 
since Oct. 4, 1933. 

Likewise the boost in retail gaso- 
line prices in Ohio was the first by 
the Standard since early September 
of last year Apparently a truce was 
declared in the Long Island price war. 
Late last week the Standard of New 
York announced prices would be re- 


cent 
were 


Retail Prices 


stored to normal levels in the lower 
half of the island. There were per- 
sistent reports in eastern trade circles 
that there would shortly be general 
retail price advances along the At- 
lantie seaboard. The Long Island ad- 
vance was believed by some to have 
been made in preparation for a general 
advance in the New York Standard’s 
territory. Outside of one or two 
items, refinery prices for all petroleum 
products either held their ground or 
advanced slightly in all markets. 
Inter-refinery trading of gasoline 
was active in the Mid-Continent and 
many refiners received much needed 
relief from burdensome stoeks. This 
was particularly true of the low oc- 
tane grades. Prices advanced 0.25 
cent in Oklahoma and (0.125 cent gen- 
erally in all Texas districts. While 
the bulk of trading was inter-refinery, 
jobbers were said to be showing much 
more interest in the market. Market- 
ers also were seeking options on gas- 
oline for deferred shipment. Refiners 
for the most part, however, were re- 
stricting their sales to immediate ship- 


re Up 


ment, 

Pennsylvania U. 3S, 
a product which has been heavy on 
the market for many months, also 
turned about face last week and ad 
vanced 0.25 cent a gallon. The mar- 
ket was tending still higher as the 
week 


Motor gasoline, 


ended, 

Contract shipments of gasoline were 
reported heavy in the 
hoard districts but interest in the open 
market lagged. 

Heavy fuels were in good demand 
in all markets and 
wherever they occurred, were on the 


eastern sea 


price changes, 
up side. 

Lubricating oils were active 
grades of neutral oil advanced to new 
highs in Pennsylvania. Mid-Continent 
bright stocks were quoted 6.75 cent 
higher, 

Wax and the light burning oils were 
the only commodities for which there 
was an easy market. Prices for the 
former tended lower in all markets, 
The burning oils were steady in east- 
ern markets but prices slipped slightly 
in the middle western markets 


some 





Gasoline Prices Move Upward in Chicago Market 


Statf Special 

CHICAGO, May 5 

ANK car gasoline prices took an 

upward turn in the Chicago mar- 

ket in the week ended May 5, de- 

spite only fair jobber buying and con- 

tinued unsettled conditions in retail 
markets, 

The gasoline market in this area 
has been an up and down one during 
the past month and whether or not 
this present rise would last for any 
period of time was a dominant ques- 
tion in the minds of carload market 
ers and jobbers as the week ended. 

The advance in prices, 0.125 to 0.25 
cent in most quarters, generally was 
attributed to the purchase of consid- 
erable quantities of gasoline in Texas 
by carload marketers and_ refiners. 
Following these purchases, refiners in 
that area revised their ideas of prices 
upward and in some cases had with- 
drawn from the market temporarily 
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Reports varied as to the quantity ol 
gasoline purchased and as to just who 
1ad done the buying. Some said that 
it was mostly purchased by refiners 
and would not find its way into the 
open market in this area, Others said 
that carload marketers had bought 
considerable quantities and this would 








Summary of Group 3 Quotations for 
U. S. Motor Gasoline 





In EFiffect May 7, 1934 
59 Octane 60-64 65 Octane 
and Octane and 
selow \bove 
Okla. $.125-4.375 “4.875 5.00-5.125 
Kans. £.00-4.125 4.75-4.875 5.00-5.125 
N. Tex $1.00-4.125 4. j 1.75-5.00 
W. Tex £.00-4.125 4.50-4. 1.75-5.00 
EK. Tex. $.00-4.125 4.50-4.625 4.75-4.875 
La.-Ark $.00-4.125 4.50-4.75 4.875-5.00 


Prices are those quoted on the basis 


of f.o.b. Group 3 by refiners in the dis- 


tricts designated 


absorbed in the middle 
western market, 

Jobbers, meanwhile, 
purchase only about as much as they 
had to have to take care of current 
requirements. However, continuation of 
good motoring weather in this terri- 
tory was expected to bring added de 
mand, even though the jobbers were 
reluctant to put any quantity in stor 
age, 

Quotations on low octane U. S. Mo- 
tor were mostly at 3.875 to 4.125 
cents on May 5, 


have to be 


continued to 


compared to a spread 
of 3.75 to 4 cents earlier in the week 
Higher octane gasolines also showed 
upward tendencies, although not so 
marked as in the low octane grades 

Retail gasoline prices still were be 
ing reduced at many points in the 
Standard of Indiana territory and this 
lent considerable uncertainty to the 
market picture, Prices at some points 
were more than 5 


cents below the 








normal structure, it was reported. 
Whether or not there would be any 
adjustments made in prices the com- 
ing week could not be learned, al- 
though it appeared to many that if the 
tank car market continued upward, 
there would likewise be a change in 
retail prices at sub-normal points. 
Kerosine demand remained light, 
according to most traders, although 


others said they were getting a fairly 
good play. Prices remained steady in 
most quarters, with some shading re- 
ported in others, Dry weather over 
the middle west has kept farmers 
from getting into the fields and caused 
a slackening of the normal consump- 
tion, it was said. 

Other products in the list showed 
little change, 





Mid-Continent Refinery Markets 








Inter-Refinery Buying Bolsters Gasoline 


Staff Special 
TULSA, May 5 
DEFINITE upturn in gasoline 
A prices developed the first week 
of May as buying became more 
pronounced and refiners in the Mid- 
Continent obtained much needed re- 
lief from burdensome stocks. 
Advances of 0.125 to 0.25 cent 
were noted before the end of the 
week, The advances were confined 
mostly to low octane U. S. Motor gaso- 


line but the differential between that 
grade and the higher octane grades 
was cut down virtually to a normal 
relationship. 

Inter-refinery buying accounted for 
most of the business in the course of 
the week, but there was a sizeable in- 
crease in jobber interest in the mar- 
ket. Marketers also were eagerly seek- 
ing options for deferred shipments 
before the end of the week. A major- 
ity of refiners, however, refused to sell 


except for immediate shipment, and in 
many instances they withdrew entirely 
from the market, 

Reports were current here May 5 
that more buying was to be done next 
week, despite the fact that gasoline 
quotations in some districts were vir- 
tually nominal due to the reluctance 
on the part of refiners to accept open 
market business at the present time. 

Gasoline which had been offered by 
East Texas refiners the first day or two 
of the week at 3.375 cents, on a 
Group 8 resale basis, had either been 
disposed of or withdrawn it from the 
market, Late in the week purchasers 
of this low octane U. S. Motor in East 
Texas reported their offers to buy at 
3.75 cents, Group 3, were being 
spurned by refiners, Several refiners in 
East Texas reported they had gasoline 
on hand, but were reluctant to dispose 
ot it at present price levels. With in- 
dications pointing to a much better 
market in the near future they were 
holding a large portion of their pro- 
duction until such time as better prices 
are obtainable, 

In Oklahoma and other Texas dis- 
tricts refiners generally had _ with- 
drawn quotations, Only contract com- 
mitments were being taken care of. 
In Oklahoma, North and West Texas 
little low octane U. S. Motor was avail- 





59 and below... 


65 and above.... 
60-62, 400 e.p. gasoline... 
64-66, 375 e.p. gasoline..... 
68-70, 350-360 e.p. gasoline... 
41-43 water white kerosine... 
42-44 water white kerosine. .. 


Fuel and Gas Oils: 
No. 1 

No. 1, straw.. 
No. 2, dark... 
No. 2 

ae 

Ea 

U.G.I, gas oil.. : 
LE Ree er ee ee 


Stoddard Solvent..... 
V. M. & P. Naphtha.. 
Cleaners Naphtha.... 
Gloum Seirits. ... 0 
Rubber Solvent...... 
Lacquer Diluent..... 





Following prices are in cents per gallon, except fuel 
oil in barrels, in tank car lots, representing majority 
of sales to jobbers on Group 3 freight basis, although 
shipments may originate in other refining districts, 


Ee a eee . Sanit 


1 a 


U. S. Motor Gasoline, by octane numbers: 


Chicago Tank Car Market 
such as North, West and East Texas, Louisiana, 
Arkansas, Indiana, Illinois, Kentucky, etc. Prices do 
not include state or federal taxes levied on some 
products. 
Prices Prices Prices 
May 7 April 30 April 23 
Phi: 4.00 -— 4.25 3.75 - 4.00 4.125- 4.25 
one 4.50 ~ 4.75 4.50 - 4.75 4.625-— 4.875 
4.75 — 4.875 4.75 - 5.00 4.875- 5.125 
4.00 - 4.25 3.875- 4.00 4.125- 4.25 
4.25 — 4.375 4.25 - 4.50 4.375-— 4.50 
4.375- 4.50 4.375- 4.625 4.50 — 4.625 
3.625— 3.75 3.625-— 3.75 3.49 = 32875 
3.75 3.875 3.75 — 3.875 3.875- 4.00 
May 7 April 30 
Domestic Industrial Domestic Industrial 
DEBT SH=TOLOO: Kev eueieits FS ae ere 
295° = 25875 phy Se 
2.50 — 2.625 LEO SI ZNOED | Gs Sv wlehede's 
2.625— 2.75 BORO eID... ~ wbiciclalneiale’s 
2.375— 2.625 ” DSTSM ER SGLD §——_igvvnl'd omni ds 
$0.95 —$1.00 $0.90 -$0.975 $0.95 -$1.00 $0.90 -—$0.975 
Pek cent ; 2.125 eee 2.425 
$0.65 -$0.675 $0.60 -$0.65 $0.65 -—$0.675 $0.60 -—$0.65 
er Tr $0.45 —$0.50 aera tamietenens $0.45 -$0.50 
Naphtha and Solvent 
(Prices are in cents per gallon, in tank car lots, as quoted by Chicago sellers) 
F.O.B. Group 3 Basis 
May 7 April 30 April 23 
6.375 6.375 6.375 
6.875 . 875 6.875 
6.875 6.875 6.875 
5.875 5.875 5.875 
6.875 6.875 6.875 
7.875 7.875 7.875 
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Barometer of Mid-Continent Refinery Market—Week Ended May 4 


Oharted Course of Prices of Crude and Principal Refined Products, Week by Week 
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able to jobbers under 4.125 cents 
f.o.b. plant. The high octane grades 
of U. S. Motor were holding at un- 
changed prices, although indications 
of slight shading in Texas were noted. 
In Oklahoma this gasoline was closely 
held and prices were well pegged. 

Movement of natural gasoline was 
fair during the week. Interest in some 
quarters had waned somewhat, al- 
though the latter part of the week 
more interest was being manifested in 
the 26-70 grade. This renewed interest 
was attributed, in some cases, to the 
shut down of natural gasoline plants 
in the Seminole area, where workers 
were striking. With little of this 
grade available in Oklahoma _ one 
manufacturer reported having some 
difficulty obtaining additional mate- 
rial to cover orders previously placed. 
Late May 5 offers to buy in Okla- 
homa had reached the 2.125-cent 
level, although occasional cars at 2 
cents were reported sold earlier in the 
day. Shipment of natural gasoline out 
of the Panhandle to northern destina- 
tions, however, tended to ease the ap- 
parent shortage experienced in some 
parts of Oklahoma. An occasional cal 
of Grade 26-70 natural out of Texas 
on a Breckenridge freight rate at 
1.875 cents was reported, although 
this had not as yet become the gen- 
eral buying price. 

Lack of interest on the part of the 
farming trade was having its effect on 
kerosine prices. Reductions of 0.125 
to 0.25 cent were reported in several 
Mid-Continent districts. East Texas 
41-43 grade was available the latter 
part of the week at prices which 
vould net back approximately 3.25 
eents the plant. In other districts the 
better grades of kerosine were bring 
ing at least 0.25 to 0.375 cent over 
the East Texas price. The lower quo 
tations in East Texas were reported 
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to be attracting some littie business 
from the southeast. But on the whole 
movement was extremely light. 

Reductions of 0.125 to 0.25 cent 
were reported on furnace vil in one or 
two districts. 


Inquiry for gas and fuel oils suit- 
able for cracking purposes for ship 
ment over the next several months has 
been unusually active the past week 
Evidently refiners both in the Mid- 
Continent and along the east coast are 
anticipating a shortage of charging 
stocks and are attempting to obtain 
their requirements early. Several large 
eastern buyers were in East Texas 
scouring the field for available sup- 
plies. Offers to buy the 20-24 grade 
in East Texas ranged from $0.575 to 
$0.60. The U. G. I. Gas oil was mov 
ing at 2.25 cents, with reports to the 
effect that most of the 2.125-cent ma- 
terial had been cleaned up. 

With several Oklahoma City refiners 
shut down, Oklahoma’s main source 
of supply for cracking stock has been 
materially reduced. The 24-26 fuel oil 
from this point was bringing $0.725 
and up. 

Mid-Continent manufacturers’. of 
bright stock, the middle of the week, 
advanced their quotations for all 
grades 0.75 cent. At least one manu- 


facturer of bright stock was without 
material, and others reported stocks 
in good position, Neutral oil prices 
were well pegged at levels established 
a week or two ago. One manufacturer 
reported he was 20 days behind on 
shipments of lubricating oils. Inquiries 
for Mid-Continent wax were light and 
prices were tending downward. Steam 
refined stocks were in good demand. 





Wax Markets 





Scale Prices Hold Despite Short 


Selling 
NEW YORK, May 5.—Sceattered 


offerings of scale waxes at shaded 
prices in New York and New Orleans 
markets were absorbed and prices held 
steadily at 3.75 cents in most in- 
stances throughout the week just end- 
ed. It was quite generally known 
that sellers abroad had sold the mar- 
ket short and would offer no more 
than 3.55 cents per pound. The mar- 
kets were stiffer as the week ended. 
Feeling was improved among sup- 
pliers of fully refined grades who 
watched the scale markets ease off a 
week or two ago with apprehension. 








Kerosine (Okla. 41-43; Pa. 47 w.w.) 





Prices A Year Ago 
May 8, 1933 


58-62 U. S. Motor (57-65 Octane No. in Okla.) 2.625-2.75 
Grade 26-70, Natural Gasoline .......... 


Fuel oil (Om las: 2626 = Pas: SE-4O) vi cssssccccsscassisescnccns $0.325-$0.40 3.95.2. 
Coruna: CQ BOO) xcisdiiscictidvcccctntretnccsiadstccnincs $0.25 $1.42 
Chicago tank wagon (including 3c state, le federal tax)........ccc... 12.6¢c 


Oklahoma Penna. | 
4.50-4.75 | 
Sener: re 

| 


1.25-1.375 


2.875-3.00 




















Eastern Domestic Markets 





Prices Steady In Face OF Light Demand 


Staff Special 
NEW YORK, May 5 
ASTERN gasoline markets turned 
optimistic during the week ended 
May 5 when it was announced 
that subnormal retail markets in the 
Brooklyn area would be advanced to 
normal on May 7. After these ad- 
justments take place further general 
advances were expected. Wholesale 
markets were steady at all points. 
Shipments against contracts were 
heavier, 

A ray of sunshine in the outlook 
of northern seaboard marketers was 
the announcement that retail markets 
in the Brooklyn area would be ad 
vaneed 1 cent per gallon on May 7. 
This advance will put metropolitan 
New York markets on a uniform level 
and end hostilities which have cre- 
ated turmoil in the New York har- 
bor market for several weeks. 

The opinion was generally expressed 
late in the week that the price struc- 
ture from tank ear to service sta- 
tion would be advanced generally 
along the Atlantic seaboard in the 
near future. Many believe that this 
advance is overdue, and now that 
stabilization plans in Washington have 
progressed, feeling has become more 
buoyant. 

Buying in the open market has con- 
tinued slow for over a month. Job- 
bers in most instances have been tak- 
ing their requirements under con- 
tracts for the most part. Suppliers 
state that shipments have increased 
in volume, reflecting increased con- 
sumption. Wholesale prices were gen 
erally unchanged in all eastern mar 
kets 

The advancing tendency of the mar 
ket could be attributed to numerous 
factors, no one of which was gener 
ally believed to be singly responsible. 
The likelihood of prompt passage of 
the Iederal Petroleum Act was en 
couraging to some and disturbing t« 
others. Better refinery control, inde 
pendent of the act, was the basis of 
Gptimism in some quarters. Still other 
marketers saw increased consumption 
relieving stocks and more orders com- 
ing in. 

No announcement had been made us 
to the heating oil policy for next sea 
son at this writing. Kerosine was 
fairly active during the week. Quota- 
tions were reduced 0.25 cent to 5.25 
cents at New York harbor. 

Heavy oils were closely held and 
prices were generally unchanged at 
$1.30 for grade C bunker oil and $1.95 
for diesel oil. 

Cargo markets at the Gulf were ac 


78 


tive featuring both export and domes 
tic sales. This was the first buying 
in this market for almost two months. 
French buyers turned to American 
suppliers for three cargoes of 64-66, 
275 end point gasoline when the Rou- 
manian market reversed its downward 
trend late in the previous week. 

Two cargoes were closed for June- 
July lifting at approximately 4.5 cents. 
Quotations had generally been held at 
» minimum of 4.75 cents for the 64-66 
grade until the above mentioned sales. 
Late reports indicated Roumanian 
suppliers had advanced quotations to 
approximately 4.75 cents, U. S. Gulf 


basis, and American suppliers were 
holding to that level as the week 
ended. 

Some inter-refinery buying of high 
octane gasoline was reported for 
coastwise shipment. Quantities in 
volved and prices paid were lacking. 
Light and heavy burning oils were 
quiet, Prices for these commodities 
were generally unchanged. 


New Marine Oils 


NEW YORK-—-Standard Oil Co., of 
New Jersey has developed a new line 
of marine oils and greases which it 
will market shortly under the trade 
name Essomarine, These new _ prod- 
ucts include Essomarine Engine Oil, 
Break-In Oil, Gearol (gear oil), U. G. 
(underwater Lubricant, and 
Waterproof Cup Grease, They will be 
marketed through the Standard Oil 
Pennsyl 
vania, Louisiana, and by the Colonial 
Leacon Oil Co. 


fear ) 


Companies of New Jersey, 





California Ref 


inery Market | 





Prices Show Little Change 


LOS ANGELES, May 4 
O IMPORTANT changes were re- 
corded in the Pacific 
wholesale and 


Coast 
retail gasoline 
markets during the past week. 

Marketing executives were watching 
with interest the progress of conter 
ences held between representatives of 
major companies and independent re 
finers and were disappointed that no 
definite step was taken in the direc- 
tion of stabilization. Uncertainty as to 
the final outcome prevented an active 
market not only in gasoline but in all 
other petroleum products. 

Tank truck and trailer quotations 
for independent competitive brands 
remained at &.5 cents a gallon, in- 
clusive of 4 cents tax, in the Los 
Angeles 
however, were nominal and were not 
adhered to where danger of losing an 
aecount was involved. Because of the 
danger of the effect of any lapse from 
ethical practices, all refiners and dis- 
tributors appeared to be particularly 
anxious to avoid any suggestion of 
piracy of outlets. 


sasin area, These quotations. 


Many independent refiners were re- 
ported to be near the breaking point 
through the pressure of heavy losses 
during recent months, There were in 
some instances, reported to be encour 
their established 
outlets to purehase from major com 
panies and take advantage of the 
lower prices thus obtainable. This 
course, however, was only followed 


aging contracted 


when they felt certain of being able 
te regain the entire gallonage when 
conditions became normal, 

To points outside the state, ship- 
ments continued to be made at slight- 
ly higher prices than within the state. 
The average net back to the refiner 
was about 5.25 cents a gallon. 

Shipments of small quantities ot 
gasoline from Texas to San Francisco 
Day points did not appear to be affect- 
ing a serious break in the market 
structure, In most instances the re- 
tailer absorbed the extra profit and 
did not cut under the established price 
sulficiently to cause a general break- 
cown, 

No change was reported in natural 
gasoline quotations which ranged 
from 5.25 to 5.75 cents a gallon, f.o.b 
refinery, 

uel oils were steady and without 
any appreciable change, Major com- 
panies were reported to be buying at 
‘7 cents and this tended to hold the 
market up on independent supplies. 
Contract shipments to the Orient and 
to the east coast were responsible for 
a large part of the movement in this 
product. 

Pacific Coast cargo markets were 
without special feature, At present 
prevailing prices on the Gulf Coast 
and the Atlantic seaboard, suppliers 
could see no prospect of profitable 
spot sales of cargo shipments of gaso- 
line. No change was reported in eased 
goods quotations. 
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Pennsylvania Markets 





U. S. Motor Active; Prices 
Higher 


CLEVELAND, May 7.—Active trad- 
ing of ordinary U. S. Motor gasoline 
was the outstanding feature of the 
western Pennsylvania refinery market 
the first week in May. There was also 
brisk demand for a number of other 
items. With the exeeption of wax, the 
price trend for all commodities was up. 

Optimism of the trade ran high over 
the current good market for U. S38. 
Motor’ gasoline. The product for 
many months has been virtually a drug 
on the market. A combination of fac 
tors brought about the substantial im- 
provement—inereased reforming, ma- 
terially reduced crude runs, and_ in- 
creased jobbing demand. 

Reports from refiners that they were 
sold up on WU. S. Motor for periods 
ranging from the first 15 days of May 
to all of the month were not uncom- 
mon last week. Several said they were 
five to 10 days behind on shipments. 
Prices advanced 0.25 cent and were 
tending still higher as the week end- 
ed. One refiner, in dire need of a few 
ears, paid the same price as was quot 
ed by other refiners to the jobbing 
trade. 

The higher oct»ne gasolines were re 
ported in good shape. The relatively 
low level of retail prices in neighbor- 
ing areas was said to be holding tank 
car prices back Refiners in their ef 
forts to retain their regular outlets 
apparently were not disposed to 
squeeze their buyers. 

The market for lubricating oils was 
good all week and some sizable inquir 
ies for bright stock from eastern buy- 
ers were hanging over the market. 
Prices were steady, Some grades of 
neutral oil sold higher. High flash 
eyvlinder stocks, while still in fairly 
good demand, were offered more free 
lv. 

Increased movement of kerosine was 
reported from the upper field and late 
in the week sellers in the lower field 
indicated inquiry from the jobbing 
trade was more active. The supply of 
the commodity was ample in all dis 
tricts, but if it does not move at cur 
rent prices, refiners have the alter 
native of using the oil as cracking 
stock. Many have been doing this. 

Wax was the only soft spot in the 
market. Slightly lower prices failed to 
bring in business from New York buy 
ers. The latter continued to lower their 
bids in the hope they would finally be 
able to obtain material to sell a 
prices competitive with the Short sales 
effected recently in Europe. 

The advance in Pennsylvania crude 
prices had been anticipated by refin- 
ers. The crude market has been tight 
for some time past. The advance tend- 
ed to stiffen still further the position 
of refined oil prices, 
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A Complete Line of 
100% Pure Pennsylvania 
Petroleum Products 











100% PENNA. MOTOR OILS 
BRIGHT STOCKS 
LONG RESIDUUMS 
NEUTRALS 
CYLINDER STOCKS 
GASOLINE 
NAPHTHA 
CLEANING SOLVENTS 
KEROSENE 
FUEL OIL 
PARAFFINE WAXES 
PETROLATUM (cqtcviers om.) 


ow-White to Green 


We are prepared to furnish the new 10-W and 20-W specifications. 








We ship to you direct from our two 
modern refineries which are aided 


by sixty years refining experience 


PENNSYLVANIA 


REFINING COMPANY, BUTLER, PENNA. 


Cleveland Warehouse, 2686 Lisbon Road 




















Refinery Markets on Light Oils and Lubricants 


Prices given below are in cents per gallon, except where $ is shown in tank car lots, f.o.b. Refinery. They repre- 
sent prices made only to domestic jobbers who resell to the consuming public, except where otherwise noted. 


Tank car prices do not include state or federal taxes levied on some products. 
(These Refinery Prices compiled in the OIL PRICE HANDBOOK for a whole year) 





GASOLINE AND NAPHTHA 


OKLAHOMA (fF. o. b. Oklahoma refineries) 


§0-52, 450 e.p. naphtha.. 
U. S. Motor Gasoline 
59 octane and below... 
60-64 octane number... 
65 octane and above... 
60-62, 400 e.p. Gasoline. . 
64-66, 375 e.p. Gasoline. . 
68-70, 350-360 e.p. gasoline 


Prices 

May 7 
4.00 — 4.125 ie 
4.125— 4.375 3. 
4.625 875 4. 
5.00 5.125 5. 
4.25 4.375 4. 
4.375— 4.50 4. 
4.50 —- 4.625 4. 


WESTERN PENNSYLVANIA 


anloaders) 


52-54 Naphtha.......... 
54-56 Naphtha.......... 
Motor Gasoline: 
U. S. Motor (58-62°).. 
Minimum 60 octane.. 
Minimum 65 octane.. 
Minimum 70 octane.. 
64-66, 390 e.p. gasoline. . 
68-70, 350-360 e.p. gaso- 
LO ery we ee 


CALIFORNIA (3c tax 


§4-58 U.S Motor, 437 e Pp 

54-58 U.S Motor 437 p 

for outside state shipment 

58-61, 375-400 e.p. gaso- 
line, 65 octane and above 

42-45 — Distillate 
445-480 e.p.. 


U. S. Motor Gasoline 
59 octane and below... 
60-64 octane number... 

65 octane and above. 


Prices Prices 
April 30 April 23 
75 -— 3.875 4.00 - 4.125 
875— 4.125 4.125- 4.375 
75 — 4.875 4.75 - 4.875 
00 — 5.125 5.00 — 5.125 
00 — 4.125 4.125- 4.375 
25 -— 4.50 4.25 — 4.50 
375- 4.625 4.375— 4.625 


(Quotations and/or sales prices to car 


Prices May 7 
Bradford- Other 
Warren Districts 
5.25 5.375 5, 2 5.375 
5.375- 5.50 
5.625 i §.375-— 5.50 
6.25 6.375 6.125— 6.25 
6.75 7.00 6.625— 6.75 
7.125= 7.25 7.00 — 7.125 
6.00 6.25 6.00 6.25 
6.25 6.50 6.25 6.50 
Prices May 7 April 30 April 23 
to be added to prices if used in state.) 
4.00 5.00 4.00 - 4.50 4.00 - 4.50 
5.00 7 $00 = 5.75 5, 20-< 5.75 
5.25 6.25 5.25 -— 6.25 5.25 = 6.25 
6.00 7.00 6.00 - 7.00 6.00 - 7.00 
KANSAS (Ff. o. b. refinery, Kansas destination) 

4.25 — 4.375 4.25 - 4.375 4.25 - 4.50 
4.875-— 5.00 5.00 — 5.125 5.00 — 5.125 
5.125- 5.25 S.25.— $.375 5.35 = Soo 
4.125- 4.37 4.25 - 4.50 4.375- 4.50 


60-62 400 e.p. gasoline... 


NORTH TEXAS] (F. 
ment) 
U. §. Motor Gasoline 
59 octane and below... 
60-64 octane number... 

65 octane and above.. 
60-62 400 e.p. gasoline... 
64-66 375 e.p. gasoline... 
68-70 350-360 e.p. gasoline 


WEST TEXAS? (F. 0 
U. S. Motor Gasoline 
59 octane and below... 


60-64 octane number.. 
65 octane and above... 


ee ee 
i) 
NIUIRO 


i 
Sito tho 
AS 


‘ichita Falls district for uarestricted ship- 


00 — 4.125 4.125- 4.25 
50 — 4.75 4.625- 4.75 
75 — 5.00 4.75 - 5.00 
00 — 4.25 4.25 — 4.375 
4.37 4.375- 4.50 
4.50 4.50 - 4.625 


KAST TEXAS? (F. o. b. East Texas renneries for unrestricted shipment) 
J. S. Motor Gasoline 3 
59 octane and below... 3.87 4.00 3.75 = 3.875 3.875— 4.125 
60-64 octane number... 4.375— 4.62 4.375- 4.625 4.375- 4.625 
65 octane and above... 4.625— 4.7 4.625- 4.75 4.625-— 4.75 
NORTH LOUISIANA (For Louisiana and Arkansas destination) 
U. S. Motor Gasoline ? 
59 octane and below... 4.50 4.625 4.625 
60-64 octane aumber.. 9.125 5.375 5.375 
65 octane and above... 3 5.625 5.625 
ARKANSAS (For Arkansas and Louisians jestination) 
U. S. Motor Gasoline 
59 octane and below 4.50 4.625 4.625 
60-64 octane number §.125 5.375 5.375 
65 octane and above.. 3 5.625 5.625 
Note: Octane numbers shown above are determined by C. F. R. motor 


method. (A. S. T. M D. 357 — 33 T 


tRefiners generally receive 0.25¢ 
berosine for local or differential territory shir ment. 


tPrices Nominal. ttOnly one refiner Quoting. ‘*Quotations only. 


80 


to 


) 


U.5¢ per gallon more for gasoline and 





Prices Prices Prices 
May 7 April 30 April 23 
OHIO § (Quotations of S. O. oun, Delivered any point in Ohio.) 
U. S. Motor Gasoline. ss 7.25 7.00 
Above 65 Octane number 7:50 7.50 y pee 


NATURAL GASOLINE 


(Prices f.o.b. Group 3 and Breckenridge represent majority of sales made on 
dates shown to blenders on the freight basis shown below, although shipments 
may originate in other manufacturing districts, such as East Texas, Panhandle 
Southwest Texas and Kansas) 


Grade 26-79 Skat cassia eure 2.00 - 2.125 2.00 2.50 
(F. o. b. Group 3) 
oe a eee P78 = 1.875 Ie 2.25 — 2.50 


(F. o. b. Breckenridge) 
CALIFORNIA (F. o. b. plants in the Los Angeles basin) 


75-85, 375-390 e.p. for 
a eens 5.00 - 5.75 5.00 - 5.75 5.00 — 5.50 


BURNING OILS 


WESTERN PENNSYLVANIA (Quotations and/or sales prices to car 


unloaders) Prices May 7 
Bradford- Other 
Warren Districts 
45 w.w. kerosine......... 4.50 — 4.625 4.375— 4.50 
46 w.w. kerosine......... 4.625-— 4.75 4.50 — 4.625 
47 w.w. kerosine......... 4.75 -— 4.875 4.625— 4.75 
Prices May 7 April 30 April 23 
OKLAHOMA (fF. o. b. Oklahoma refineries) 
41-43 w.w. kerosine...... 3.625-— 3.75 3.625-— 3.875 3.75 — 4.00 
42-44 w.w. kerosine...... 3.75 — 3.875 3.75 - 4.00 3.875— 4.125 
KANSAS (fF. o. b. refinery Kansas destination) 
41-43 w.w. kerosine...... 3.875-— 4.125 3.875— 4.00 4.00 — 4.125 
42-44 w.w. kerosine...... 4.00 — 4.25 4.00 - 4.125 4.125- 4.25 


_— TEXAS?! (F. 0. b. Wichita Falls district for unrestricted ship- 
ment 


41-43 w.w. kerosine...... 3.75 i875 3.875- 4.00 3.875- 4.00 
EAST TEXAS] (F.o.b. East Texas refineries for unrestricted shipment 
41-43 w.w. kerosine...... eto > 00 3.375- 3.50 3.50 — 3.625 


NORTH LOUISIANA (For Louisiana and Arkansas destination) 
41-43 w.w. kerosine...... 4.00 4.00 4.00 


ARKANSAS (For Louisiana and Arkansas destination) 
41-43 w.w. kerosine...... 4.25 4.25 4.25 


CALIFORNIA (fF. o. b. California refineries) 
38-40 w.w. kerosine...... 4.75 - 5.00 4.75 - 5.00 4.75 - 5.00 


NEUTRAL OIL 


WESTERN PENNSYLVANIA (Quotations and/or sales prices to car 
unloaders) 
Vis Viscous Neutrals (Viscosity at 70° F.) 
200 (180 at 100) No. 3 
color 420-425 flash: 


Zero pour test........ 31.50 -—32.00 31.50 -32.00 30.00 -30.50 
OE S| 30.50 —31.00 30.00 —30.50 28.50 -29.00 
15 pour test. misses 30.00 —30.50 29.50 -30.00 28.00 -—28.50 
Zo MOOS C6at..... scces 29.50 -30.00 29.00 —30.00 27.50 -—28.00 
180 No. 3 color, 410-415 
as 
25 pour tes 26.50 —27.00 26.50 -—27.00 25.00 -25.50 
150 No. 3 nn 400-405 
flash: 
Zero pour test........ 25.00 —25.50 25.00 -—25.50 23.50 -24.00 
ee 24.00 -—24.50 24.00 -24.50 22.50 -23.00 
15 pour test..... ier 23.50 —24.00 23.50 -—24.00 22.00 -—22.50 
ee 23.00 —23.50 22.50 -23.00 21.00 -21.50 
SOUTH TEXAS (F. o. b. South Texas refineries) 
Vis. Color Viscosity at 100° F., pour test @) 
100—No. 14-2 pale.. 6.25 6.25 6.25 
200—No. 2-3 Pale...... 7.50 7.50 7.50 
300—No. 2-3 Pale...... 8.00 8.00 8.00 
500— No. 24-3 % Pale.. 9.00 9.00 9.00 
750—No. 3-4 Pale...... 9.50 9.50 9.50 
1200—No. 3-4 Pale...... 10.00 10.00 10.00 
2000—No. 3-4 Pale. .... 10.25 -10.50 10.25 -10.50 10.25 -10.50 
200—No. 5-6 Red Oil... 7.50 7.50 7.50 
300—No. 5-6 Red Oil... 8.00 8.00 8.00 
500—No. 5-6 Red Oil... 9.00 9.00 9.00 
750—No. 5-6 Red Oil... 9.50 9.50 9.50 
1200 No. 5-6 Red Oil. . 10.00 10.00 10.00 


2000—No. 5-6 Red Oil... 10.25 -10.50 10.25 -10.50 10.25 -10.50 


Note: Red oj] prices shown above cover oils with green cast; blue cast red 
oils are slightly Jower in some cases 


NATIONAL PETROLEUM NEws 
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Refinery Markets, Wax, Lubricants, Heavy Oil 


Prices given below are in cents per gallon, except where $ is shown in tank car lots, f.o.b. Refinery. They repre- 
sent prices made only to domestic jobbers who resell to the consuming public, except where otherwise noted. 
Tank car prices do not include state or federal taxes levied on some products. 

(For quick reference to refinery Prices, get the OIL PRICE HANDBOOK, published annually) 














Prices May 7 | W 
**MID-CONTINENT (Vie. at oe. or F. o. b. baiaas gay 5 AX 
to to 3 | 
Vis. Color Pour Point none Point Prices Prices Prices 
cwiscineedanens 5.25 4.75 May 7 April 30 April 23 
Ps . PS mers ene ae eee WESTERN PENNSYLVANIA (Per pound, F. o. b. New York) 
Oe Joveecececenes 8.7: fe 5 we white crude scale 

1S0—No. 4..........--. 8.25 Lf: ee ae Spates 3.75 — 3.85 3.80 - 3.90 3.80 - 3.90 
a : sere e oceans er a 124-136 white crude scale i 
aan 9.00 8°00 MMs sake veccaecews 3.75 — 3.85 3.80 -— 3.90 3.85 -— 3.95 
00. 9 5 
a z ee. iS ie oe **OKLAHOMA (Per pound in barrels; in a few instances, per pound io 
Se Sg eeeeeneaont 9°50 8°50 burlap bags; F. o. b. Oklahoma refineries.) 
ye eee 11.50 10.50 124-126 white crude scale 
re 11.00 10.00 Cs fens cccocendss 3.75 — 3.875 3.75 3.75 — 3.875 
tg ; ee eee eecens ag Bs 50 
40—No. 3...........-. 12.50 -50 CHICAGO (F. o. b. Chicago district refineries, in cents per pound, im bags, 
po Sa rer 12.00 11.00 ° 
ee ests teehee 11.50 10.50 carload lots. Melting points are A.S.T.M. method; add 3° F. to convert into 
ee art eerees ia te ee 122-124 fully refined... 4.90- 5.00 4.90-5.00 4.90 - 5.00 
280—No 5 ee ee 12.25 11.25 125-127 fully refined..... 5.15 — 5.25 5.15 - 5.25 5.15 —- 5.25 
300 ag “bial Pree a. te 13.25 127-129 fully refined. .... 5.30 — 5.40 5.30 - 5.40 5.30 — 5.40 
3 No. Ce een os mies 11.75 | eet a — Daas 5 7 - 6.00 5.90 — 6.00 5.90 -— 6.00 
eas aches me | 132-134 fully refined... 6.15 - 6.25 15 - 6.25 6.15 = 6.25 

CHICAGO (F. o. b. Chicago dieewies sehenion | 135-137 fully ssnaed Fuckiaa 6.90 — 7.00 6°90 - 7°00 6:90 - $60 

Prices May 7 


.- at 100°F.) *15 to 30 Pour Point 


gp ea Pale Oi ne Vis. Color Red Oils | GAS AND FUEL OIL 


Ra ag 2... an Pa ge a Rag WESTERN PENNSYLVANIA (Quotations and/or sales prices to car un- 

Wha. s...... 10.00 whe 6 11.25 loaders, for shipment outside Pittsburgh district.) 

sk ; Pei eey 10 a + ; Bata aoe 12.25 | Prices May 7 

O0O—No. 3...... 11.25 Di Decécewe 13.00 | Bradford- Oth 

250—No. 3...... 13.25 300—No. 5...... 13.50 | Waeee Bh ce nl 
*Oils with © to 10 pour point bring lc higher than above prices. To above | 36-40 fuel oil............ 4.00 -— 4.125 3.875— 4.00 


prices add 0.25c to obtain prices delivered in Chicago. 
CALIFORNIA (F. o. b. California refineries; Viscosity at 100°F.) 
All neutral oils, 23.00c per gal. in tank wagon lots, and 25.00c in iron bbls 


Prices May 7 April 30 April 23 
OKLAHOMA (fF. o. b. Oklahoma refineries) 





tojobbers only, excluding state tax. 38-40 straw furnace Oil 2.75 — 2.875 2.875- 3.00 3.00 - 3.2 
32-36 straw gasoil....... 2.375 2.25 -— 2.375 2.25 = 2.375 
32-36 straw gas oil zero 2.75 2.875 2.75 - 2.875 2.875 

CYLINDER T CK | 32-36 dark gas oil....... 2.375 2.25 2.2 
| > Fane fae oil ees 2.75 2.875 2.75 -— 2.875 2.75 — 2.875 

| 28-30 fuel oil,zero(per bbl. 1.00 -$1.10 $1.00 -—$1.10 0.975-—$1.10 

Prices May 7 April 30 April 23 28-30 Rael 4 $0.90 $0.90 ’ = ie 90 
MID-CONTINENT (F. o. b. Tulsa basis) | 24-26 fuel oil (per bbl)... $0.75 -$0.775 $0.75 -$0.775 $0.75 -$0.775 
(Prices represent Quotations and Sales) 7s ae be ue pl -. $0.725-$0.75 $0. 725—$0.75 $0. 725—$0.75 
Bright Stocks: | 18- uel oil (per | $0.70 $0.70 $0.70 
| : 4 ae “ e a 

%§ * 0°... 27.25 26.5 16-20 fuel oil (per bbl.)... $0.675 $0.675 $0.675 
ete ig “ ae, 6.30 26.50 14-16 fuel oil (per bbl.)... $0.65 $0.65 $0.65 

MEG COre COEC. cicccees 24.50 23.75 23.05 . 

<a on hn ees air pe 33°28 33°28 | KANSAS (F. o. b. refinery Kansas destination) 

25-40 cold test....... 23.50 7.75 22.75 | 38-40 straw furnace Oil.. 3.25 3.375 3.125- 3.25 3.125-— 3.375 
150-160 Vis. E 210° 23.50 22.75 22.75 | 18-22 fuel oil (per bbl.)... $0.75 —$0.80 $0.75 -$0.80 $0.75 —$0. 30 
120 Vis. D, 210: | 10-14 fuel oil (per bbi.)... $0.65 -—$0.70 $0.675-$0.70 $0.675—-$0.7 

0-10 cold test....... 23.00 Vy ee 22.25 

10-25 cold test........ 22.50 21.75 21.75 | NORTH TEXAS (F. 0. b. Wichita Falls district refineries for unrestricted 

25-40 cold test........ , 22.00 23.25 21.25 | shipment) 

600 St. Ref. Olive Green 5.75 6.50 S 46:23 6. SO E962 6a I 38.40 P Oil. fda - wins » ere. 308 ¢ 7 
600 St. Ref. Dark Green 5.00 — 5.75 5.00 — 5.75 a5 26 | 40 straw furnace Oi 4./ e 6. 5/)- 3.00 - 3.12 
631 Steam Refined....... 15.50 15.50 15.00 | 38-40 prime white Furnace 5 ‘ Ds 
Black Oil ey oe AE 3. 326— 3.25 ‘1755 3.25 Cid d'eateencesdvenes 3.00 12 00 -— 3.125 3.125— 3.25 
eg aaa Skea ee a eee aida ta ve 32-36 gas oil, zero....... 2.625— 2.875 2.625- 2.875 2.625— 2.875 
CHICAGO (F. o. b. Chicago district retineries) ‘Geeaei. ......... 2°25 2 375 2°25 2.25 
140 unfiltered........... 9.00 9.00 9.00 24-26 fuel oil (per bbl.).. $0.70 -$0.725 $0.70 -$0.725 $0.70 -$0.725 
te. wee eer ere < Ye gp | 18-22 fuel oil (per bbl.).. $0.65 -—$0.675 $0.65 -$0.675 $0.65 -—$0.675 
eer . OF .00 .00 | 
Bright stock, 160 vis. No. 8 color: - Por TEXAS (F. o. b. Bagh lye aw? for epee: ay 

0 to 10 cold test..... 26.25 25.50 25.50 6 gas oil, zero 2.625- 2.875 2.625— 2.875 2.625— 2.875 

15 to 25 cold test...... 25.75 25.00 25.00 18-22 fuel oil (per bbi.). $0.55 -$0.60 $0.55 —$0.60 $0.55 —$0.60 

30 to 40 cold test...... 25:25 24.50 24.50 
E filtered Cyl. Stock.... 17.00 17.00 17.00 EAST TEXAS (F. o. b. East Texas refiners for unrestricted shipment) 

WESTERN PENNSYLVANIA (A. S. T. M. Tests, Quotations/or and | 38.40 p.w. furnace oil 4:75 =~ 2a 2.875- 3.00 3.00 — 3.125 
sales prices to car unloaders) | -30aGaenel....<:.... 2.25 2.125- 2.25 2.00 — 2.25 
600 Steam Refined...... 19.00 -19.50 18.50 -19.00 18.50 -19.00 | 39.24 al 5 ae nena $0.60 $0.575-$0.60 $0.55 -$0.575 
650 Steam Refined...... 21.00 -21.50 21.00 -21.50 21.00 -21:50 | 
i er 22.00 -—22.50 22.00 -22.50 22.00 -22.50 | . ; 
8S eer 26.50 -—27.00 26.50 —27.00 26.50 37°00 NORTH LOUISIANA (For Louisiana and Arkansas mere 
6600 Warren E.......... 21.50 -—22.00 21.50 -22.00 21.50 -—22.00 52-36 gas Gil 2... . 20. 2.625- 2.75 2.625- 2.75 2.625— 2.75 
Bright Stock, No. 8 color 32-36 gas oil, zero ee 3 00 3.00 3.00 

140-150 vis. at 210°, 20.24 fuel oil . ; $0.95 $0.95 $0.95 

540-550 flash: 16.20 fuel ol 2... $0.80 $0. 80 $0.80 

> eee 30.00 —30.50 30.00 -30. 5( 29.00 -29.50 os | Se $0.70 $0.70 $0.70 

eS eee 29.50 —30.00 29.50 -30.00 28.50 -29.00 

bree be cou’ 29.00 -—29.50 29.00 -—29.50 28.00 -28. 5 , ae F : 
” eee pe ee Pac. rf 50 59 a0 38 4 . ax 37 ep 32°00 ARKANSAS (For Arkansas and Loumans featinat on) : s 
32-36 gas oil : 2.625— 2 2.62 2.7 2.625- 2.75 
32-36 gas oil, zero 3.00 3.00 3.00 
PETROLATUMS cote ss 
20-24 fuel oil (per bbl ) $0. 80 $0.80 $0.80 

WESTERN PENNSYLVANIA (Per pound, in barrels, carload lots, f.o.b. | 16-20 fuel oil.......... s fo $0.55 -$0.60 50.53 
Penna. refinery. In tank{cars 0.5c per pound less. Quotations are from majority | !% 14 fuel oil.......... 80.55 —p0.00 pU.39 —P $0.35 
of petrolatum makers). } 

Snow White............ 2 458. % So 7. 256.. 7&0 7.375 7-56 CALIFORNIA® (F. 0 b» San Joaquin Valley) 

El WM isos s:ae¥ eee 6.375- 6.50 6.375 50 6.375- 6.50 14.18 fuel onl (per bbl.).. $0.55 —$0.60 $0.55 -$0.60 $0.55 -$0.60 

Cream White........... 5.375-— 5.50 §.375- 5.50 5.375- 5.50 + 18 bunker oil (per bbl.) $0.60 —$0.70 $0. 6f $0.70 $0.60 -—$0.70 

Light Amber............ 2.875-— 3.00 2.875— 3.00 2. 87%— 3.00 30 34 gas oil (per bbl)... $1.00 -$1.10 $1.00 —$1.10 $1.00 -$1.10 

ES cc Wae nan cic aes 2.625— 2.75 _ 2.625— 2.75 _ 2.625— 2.75 27 Plus diesel oil (per bbl.) $1.05 —$1.10 $1.00 —$1.10 $1.00 -$1.10 

Ws 6 sic pEbUS Caeas eee 2.90 — 2.625 2.50 — 2.625 2.50 — 2.625 *Nominal pipe line charge to San Francisco, 24c per bbl. more, and 
tPrices Nominal. **Prices represent quotations and sales. San Pedro, 20c per bbl. more 


May 9, 1934 81 














Tank Wagon, Service Station Markets for Gasoline and Kerosine 


(OIL PRICE HANDBOOK has t.w. and s.s. markets for a whole year, arranged for quick reference) 
Tax column includes Ic federal tax. state gasoline tax; also city and county taxes as indicated in footnotes 


These Prices in Effect May 7, 1934, as Posted by Principal Marketing Companies 





Latest Changes in Tank Wagon Markets 


Motor Gasoline 


Atlantic Refining—Atlantic White 
Flash Plus: t.w. and s.s. up le, At 
lantie City, to 15e and 1l7c, May 1. 

T.w. and s.s. cut 0.5¢e, Jacksonville, 
to 19.5¢e and 21.5c, April 20; t.w. and 
s.s. up 0.5¢c, to 20ce and 22c, April 21. 

Ss. O. Ohio—Sohio X-70 and Re- 
nown t.w. and s.s. up 0.5¢e, thru Ohio, 
including all depressed areas, May 5. 
New X-70 statewide prices are: 17¢ 
t.w. and 19¢e s.s. and Renown, 16.5¢ 
t.w. and 17.5c s.s., including 5c tax. 

Ss. O Kentucky——Crown t.w. and 
s.s. cut 0.5¢e, Jackson, to 19.5¢e and 
21.5c, April 26. 

Kyso t.w. and s.s. cut 0.5¢, Jackson, 
to 18e and 20c, April 26. 

s. O. Indiana—Red Crown: s.s. cut 
l.le, Davenport, to 17.5¢e, April 18. 

S.s. cut 2.1c, Des Moines, to 16.5¢ 
April 19; cut 1.6¢c, to 14.9¢,) April 
21; and cut ic, to 13.9c, April 25. 
Evansville, to 19.2c, 
April 18, and up 0.5¢e, to 19.7¢, April 
21. 

Ss. cut L.le, Steoux City, to 14:9c, 
April 13; cut 1c, to 13.9c, April 16; 
and cut 1c, to 12.9c, April 18. T.w. 
cut 3.3c, to 12.9c, April 20. 


S.s. cut 0.5c, 


Stanolind: S.s. cut le, Sioux City, 
to. 13.5¢e; April 16; cut Ic, to 
\pril 18. Ww. 2 


12 
eut 2.2¢. to 2; 
April 20. 


bo to 


T.w. and s.s. cut 3.8c, Grand Forks, 
tc 138e and 15c, April 12. 
Evansville, to 17.7¢, 
April 18; up 0.5¢, to 18.2¢c, April 21. 
S.s. cut 2.2c, Des Moines, to 14.9c, 
April 19; cut 0.4¢c, to 14.5¢, April 
12; cut lc, to 13.5c, April 25. 


S.s. cut 0.5¢, 


5.8. cut Tic, Davenport, to 1c, 
April 18. 

s. O. Louisiana—Essolene:  s.s. cul 
lc, Shreveport, to 15c, April 27. 
Alexandria, to 16.5¢, 
April 27; s.s. up 2.6c, to 19.1c. April 
30. 


S88. Cut 2.6c, 


S.s. up 2¢e, Bristol, to 21c, April 
21; cut 0.8c, to 20.2c, April 28; cut 
1 to 19c, April 30. 

S.s. cut 2c, New Orleans, to 16.5c., 
April 26. 

Magnolia Petroleum—Metro: = t.w 
and s.s. up le, San Antonio, to 14¢ 
and 16c, April 20. 


Above prices include these inspection fees on both gasoline and kerosine, per gallon 
Alabama, 1/40c on gasoline, 1/2c on lserosine; 
per gal. io a single barrel; 3/10c per gal. in lots of 2 to 10 bbis.. 1/Sc for 10 to 50 bbls., 2/25c for over 50 bbls. 


Ss. O. California — Standard gaso 
line: S.s. cut 2e, Tacoma and Seat- 


tle, to 16c, April 7; t.w. cut 2c, both 
points, to 13e, including 6¢ tax, April 
9; t.w. and s.s. up 2.5¢e, both points, 
to 15.5e and 18.5¢ respectively, April 
2: 

T.w. and s.s, cut 2c, Reno, to 18¢ 
and 21c, April 5; t.w. and s.s. cut 
0.5¢e, to 17.5¢ and 20.5c, April 14. 

Flight: S.s. cut 1.5¢c, Tacoma, to 
15c, April 7; t.w. cut 1.5c, to Idc, in 
cluding 6c tax, April 9; t.w. and s:.s. 
up 2c, to 15¢e and 17c, April 2: 

S.s. cut 2c, Seattle, to 15c, April 7; 

April 9; and t.w. 
and s.s. up 2¢, to 15¢ and 17c, April 
ops 


t.w, cut Ze, to 13s¢, 


Tow. and sis; cut ic, Reno, to 17.5¢ 
and 19.5c, April 5; s.s. cut 0.5c, to 
19c April 11; and t.w. cut 0.5¢, to 
17c, April 14. 

Canada——T.w. and s.s. up 2¢, thru 
Nova Scotia, to cover provincial tax 
increase to 8c, May 1. 


Aviation Gasoline 


s. ©. California Same _ price 
changes as for Standard gasoline 
above, aviation gasoline being 3c 
higher than Standard grade. 

s. O. Pennsylvania—-T.w. cut 2¢ 
Altoona, to 15e, 
May 1. 


exclusive of tax, 


Kerosine 


S. O. New Jersey—Cut 0.5c, Balti 
more, to 9.5¢e t.w., May 1. 

Atlantic Refining——Cut 0.5¢, Balti 
April 30. 

s. O. Ohio—Cut 2¢, thru Defiance 
county, to 11.5¢ t.w., May 8. 

cut ic, thru Hardin county, to 
11.5¢c t.w., May 5. 

s. O. Indiana——-Cut 1.1e, Davenport, 
to 9c t.w., April 6; up 1.1c, to 10.1c, 
April 30. 

Cut 3.75c, Evansville, to 10.25ce, 
April 17; up 3.75c, to 14¢c, April 30. 


more, to 9.5¢, 


Heating Oils 


s. O. Indiana—-Stanolex Fuel Oil 
No. 1 normal prices restored thru ter 
ritory which were subnormal, May 3. 
This change is not reflected in the 
prices in this table since details were 
not available at time table went to 


press. 


S.O. NEW JERSEY TERRITORY 


Posted Essolene Kero- 
Tank Retall Tax- Posted sine 


Car T.W es SS T.W. 

Atlantic City, N. J.... 7 Bs 4&. 6 10 
Newark. Ie finscccccs 6.3 82.8 4 35 9:3 
Annapolis, Md....... 6.6 13.1 5 17.6 10 
Baltimore, Md....... 6.7 2:6 5 F5t °9.5 
Cumberland, Md..... 16. 34.1 $ te. 33.7 
Washington, D. C..... 6.3 12.8 3 4.5 «LS 
Oe ee 7.7 14.2 6 3:1 2.9 
ROTI, VEi66<00066-0 6.2 2:7 6 8.2 21.35 
Petersburg, Va....... 7 Io 6 6 11.4 
Richmond, Va........ 6.6 3.1 6 6 Ti7 
Roanoke, Va......... 7:0 tes 6 YFS.:€ 329 
Charleston, W. Va.... 7 B.5 5 Is 12.6 
Parkersburg, W. Va... 6.3 12.8 5 r.9 g7.2 
Wheeling, W. Va..... 7 ms > 18 12.2 
Charlotte, N.C... ..30% 8.4 14.9 7 ZI Pas 
Hickory, Pls Gos cccecs S.7 5.2 7 | ee 4 
a ® .  e $.7 15.2 7 2.7 TS8 
Raleigh, N.. Canccccce Sa 14:7 TFT Fl 13.3 
Salisbury, N. C....... S.5 55 7 20 13.6 
Charleston, S. C...... 62 12.7 7 2 THs 
Columbia, S. C.. oe 4.5 7 Fi Pca 
Spartanburg, S. Cio Se 149 7 13.5 


Price basis to “dealers: Dealer contracts for 
Essolene are written at 2}4c over posted tank car 
pricee Lease and license dealers, lc per gal. rental, 
0.5c license. Note: Beginning Dec. 28, 1933, volun- 
tary discounts off posted tank car price given to 
dealers, thru territory, where service station prices 
are subnormal. 

Price basis to commercial consumers: Con- 
s@mer t.w. price at time and place ot delivery; 
consumer t.w. is generally 2c off s.s. price. 

Kerosine Discount: Ic off t.w. price for 25 gals. 
or more, under contract thru territory (Baltimore 
City—contract not necessary) except co discount 
in New Jersey. 


S. O. NEW YORK 


Socony Gasoline Kero- 
Posted Total sine 
Dealer Taxes T.W. S.S. T.W 


Metr pol tan New York 


City Ss 4 lac2 i505 8 

Staten Island 9.5 4 15 17 8.5 
Albany, Me Yous 0.0 96 4 5.) &7.1 9 
Syracuse, N. Y....... 9.5 4 15 17 9 
Ri weg! NY. a eae 15 17 cs 
Buffalo a © ee 15 17 8.5 
hele n, Vt Leenks 17.8 19.8 9.5 
Manchester, N. H O7 SS Lise F952 9 
Hartiord, Conn....... 9.9 3 14.4 16.4 ’ iP: 
New Haven, Conn.... 9.7 3 4.2 16.2 8.5 
E. Providence, R. 1... 7.5 3 12 14 8 
Boston, Mass........ 9 4 14.5 16.5 8 
Portland, Me......... 27 6.2 18.2 8.5 
Bangor, Me....scic.s 0s 10 5 16.5 18.5 9.5 


Third Grade Gasoline 
Offered « ynly at points where co anpetith mn requires 
at s.s., 2c below s.s. prices of Socony. Dealers get 


2c margin. 


ATLANTIC REFINING 


Atlantic White Flash Plus Gasoline 


Kero- 
Total sine 
T.W. Taxe tT ow. SS. Tew. 
Pittsburgh, Pa.......11 4 “45 17 10 
Philadelphia, Pa......10.5 4 14.5 16.5 10 
Allentown, Ps... 60.5% rO.5 4 4.5 16.5. 10 
a ee eran 11 4 15 17 9 
SCTANtON, PA... i.o oes 11 4 15 17 10 
Altoona, Pas oo. oss 0% 11 4 15 17 10 
Ae | So ae 11 4 15 17 10 
Wilmington, Del...... 11 4 15 17 9 
Boston, Mass........10.5 4 4.5 36.5 8 
Springfield, Mass..... 10.5 4 14.5 16.5 7.5 
Worcester, Mass......11.5 4 5.5 §7.5 9 
Fall River, Mass......10.3 4 4.3 $16.3 ae 
Providence, R. ]...... 9 3 12 14 8 
Hartford, Conn....... 11.4 3 14 16.4 Lae 
New Haven, oe re ee ae 14.2 16.2 8.5 
Atlantic City, N. J ay $ 15 17 10 
Camden, <i Rees. a 4 t4.5 16.8 10 
Trentoa, Me Joscccccctaco § 14.6 16.6 10 
Annapolis, Md.......10.6 5 15.6 7.6 10 
Baltimore, Md.......10.1 5 re.) 32.4 9.5 
sot ROG: 6.065 11 5 16 18 1¢ 
Richmond, Va...... 7:6 * 3.6 TS.6 43.7 
Wilmington, N. C.. Os 7 17.3 %9.3 Fis 
Brunswick, Ga....... 13 7 20 22 WES. S 
Jacksonville, Fla...... 12 8 20 22 1,5 


figured on basis of 50 gallons per barrel 
Arlsansas, 1 /5c per gal. in a single barrel, 1/20c per gal. in bulla; Florida, 1 /8c; [llinois, 3/100c; Indiana, 1/2c 


3 Kansas, 1/50c, (3/50¢ can be charged to meet 


inspection department expenses); Louisiana, 1/32c; Minnesota, 2/25c; Missouri, gasoline, 1.Se per bbl., in lots of 10 bbls. or more; Nebraska, 3/100c; Nevada, 
gasoline, 1 /20c; og Carolina, 1/4c; North Dakota, 1 /20c; Oulahoma, 2/25c per gal. in lots of more than 50 bblis., 1/5c in lots less than 50 bblis.; South Carolina, 
| /8c; South Dakota, 1 /10¢; Tennessee, 2/5c; aad Wisconsin, 1/25c 

Kerosine inspection fees only: Lowa, 2/25¢; Wichigao. 4/5c per gal. for first 2 bbis.; 3/Sc for next 3 2/Se for next 5; 3/10c for oext 15, and 1/S5c per gal. 


in lote over 25 
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Tank Wagon, Service Station Markets for Gasoline and Kerosine 


Tax column includes Ic federal tax, state gasoline tax; also city and county taxes as indicated in footnotes 
These Prices in Effect May 7, 1934, as Posted by Principal Marketing Companies 





Note: Tank wagon prices are those applicable to 
consumers purchasing lots of 100 gals. or over in 
one delivery. 

Dealer discounts: on Atlantic White Flash Plus 
gasoline, thru territory, divided dealers, price equal 
to 3.5c off posted s.s. price; undivided dealers, price 
equal to 4c off posted s.s. price; authorized dealers 
contracts previous to Aug. 19, 1933, price equal to 
3c less than posted s.s. price, plus lc rental. 


*Georgia kerosine has Ic state tax, not included 


n above prices. 
S. O. OHIO 


Sohio X-70 Gasoline 


Kero- 
al sine 
1. Taxes Tw. RS. TW: 
Ohio statewide 12 5 17 19 *13.5 
Zutler, Hamilton and Montgomery counties 
11 5 16 19 5 
Mahoning, Summit and Trumbull counties 
11 5 16 19 10.5 
Renown (Third Grade 
Ohio statewide 5 5 16.5 17.5 FES 
Butler, Hamilton and Montgomery counties 
11 5 l¢ 7.5 ¥3.5 
Mahoning, Summit and Trumbull counties 
11 5 l¢ BS) 305 


Resellers’ Tank Wagon Prices 
Undivided Divided 
\ccounts Accounts 





ncluding 5c tax 

Sohio X-70 gasoline 15 15.5 
Renown (3rd grade) 14.5 15 

*Kerosine prices include lc state ta Keros 
t.w. price is 11.5c¢ it len, Auglaize, Detiance 
Hancock, Hardin, Logan, Mercer, Paulding, Put 
nam, Shelby and Van Wert counties; and 10.5¢ 
Portage and Union counties 


Note: On single deliveries of motor gaso lines under 
25 gallons. to t.w. consumers, 8.8. price applies. 


Discounts to contract consumers only: off 
t.w. price, on purchases per month. 0 to 3,000 gals., 
Sohio Ethyl, X-70 and Renown, full t.w. price, 
3,000 to 10,000 gals., Ethyl and X-70, Ic; over 
10,000 gals., 2c. Renown, 3,000 to 10,000 gals., 
0.5c; over 10,000 gals., Ic. 


Governmental business (U. S., state, county, 
municipal and departments thereof) for tank wagon 
deliveries: effective March 29, 1934, get seller’s 
t.W. price, at time and place of delivery, as posted 
at seller’s plant from or at which delivery is made, 
subject to a maximum price limitation during the 
first three months of this contract of 25% more th 
the posted price. (Price to U. S. Gov.’t is less 4c roe 
gal. state tax, and to state depts., less lc federal tax) 
Discounts same as those c nt ained in Official Con- 
tract Form CD-l. For service station deliveries 
same price basis as for t.w. deliveries, except that 
prices are posted s.s. prices. 


Discounts on kerosine: to dealers and com- 
mercial consumers, 2.5c per gal. off t.w. price, any 
quantity. 


S. O. KENTUCKY 


sy ‘rown Gasoline 


Lexington, Ky 2.5 iS. 20.5 2.5 
Louisville, Ky 12 6 18 20 11.5 
Paducah, Ky 7S 6 13.5 be 11 
Covington, Ky 11.5 6 BS 89.5) 68S 
Jackson, Miss M3 19 ah.0 TES 
Vicksburg, Miss 13 7 20 22 *14 
Birmingham, Ala 13.5 *8 aco «23.9 %2 
Mobile, Ala z.5 78 a0.> 42.5 We 
Montgomery, Ala 13.5 79 2e:5 28.5 5 
Macon, Ga. 13 7 20 22 *14.5 
Atlanta, Ga 13 7 20 22 *14.5 
Augusta, Ga 13 7 20 22 *14.5 
Savannah, Ga 13 7 20 22 *14 
Jacksonville, Fla 12 20 22 ho. 
Miami, Fla 12 8 20 22 3.5 
Tampa, Fla 12 20 22 2.3 
Pensacola, Fla on *Y 18 20 13.5 
Kyso (Third Grade 
Lexington, Ky. 11 ¢ 17 19 11.5 
Louisville, Ky 10.5 6 16 i.s- 5.5 
Paducah, Ky 6 ¢ 12 14 11 
Covington, Ky 10 ¢ 16 Is 11.5 
Jackson, Miss 11 7 IS 20 *14 
Vicksburg, Miss ee 18.5 20.5 *14 
Birmingham, Ala 12 *S 20 22 12 
Mobile, Ala. 1] ¥8 19 21 12 
Montgomery, Ala.....11.5 *9 20.5 22:5 *45 
Atlanta, Ga i.o °F 18.5 20.5 *14.5 
Augusta, Ga | oe, 18.5 20.5 *14.5 
Macon, Ga. 11.5 7 E.5 20.5 *H4.5 
Pensacola, Fla 8 *9 17 19 *13..5 


Dealer Discount: off posted s.s. price, on Crown 
and Crown Ethyl gasoline “undi e 
4c; on Kyso, 3c: to “divided”? dea'ers, Crown and 
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Ethyl, 3.5¢c, and Ky 2.5¢ a V 
about Jan. l, 1934 

“Taxes: in the tax column is a ided these 
city and county gasoline ta lowing point 
Birmi _ im, Ie city yntgomery 
e Ci | c cou Georgia 
and vi ssissippi kerosi c state tax 
Montgomery kerosine t tax 


S. O. INDIANA 


Standard Red Crown Gasoline 


Kero- 
Total sine 
T.W. Taxes T.W. S.S. T.W. 
Chicago, Ill. hie 9.8 *4 13.8 35:8 9.7 
Deester Hi... 0.88 le & 16.7 18 10.2 
&... St. Lous, Ub...<«. 12 *4 16 18 9.5 
(Ce || re | i a boca. Bece 3@Z 
yt | Seer 12.7 *4 16.7 16.7 10.2 
Quincy, Ill.. wiieees ES 16.6 18.6 10 
Springfield, | aa 12 7 4 16.7 18.7 10.2 
Indianapolis, Ind..... 12 9 *§ 17.9 19.9 $14.2 
Evansville, Ind.......12 7 ¢*§ 17.7 19.7 $14.0 
South Bend, Ind. ... 13 2 #5 18.2 20.2 $14.5 
Detroit, Michigan. 13 4 17 19 10.5 
Grand Rapids, Mich 127 4 16.7 18.7 10.2 
Saginaw, Mich...... 13 4 17 19 10.5 
Marquette, Mich.....13.2 4 17.2 19.2 10.8 
Green Bay, Wisc. . i? 6S Re.e 89.7 3633 
Madison, Wisc..... 124 5 17.4 19.4 9.9 
Milwaukee, Wisc. . HF 6S 7.3 RT 9.7 
Le Crosse, Wise......83 3 § 18.3 20.3 10.8 
Minneapolis, Minn 11.4 4 15.4 17.4 10.4 
we pe Minn...... 1$.2 4 17.2 192 104 
Ma », Minn 12.8 4 16.8 18.8 10.3 
Des Ma nes, la 12.6 4 16.6 13.9 10.1 
S = City, 8.9 4 2.9 32:9 ) 
D nport, la 2.6 «4 16.6 17.5 10.1 
Mason City, Ia.... 12.6 + 16.6 17.6 10.1 
St. Louis, Mo ) 3.5 32.5 14.5 8.7 
Kansas City, M 11.7 t4 RS.7 Saar 2 
St. Joseph, M 11.3 t4 15 asia S 
Fargo. N. D. ; 139 4 tz. > §9 2 821 
Grand Forks, N. D 14.3 4 18 20.3 12.4 
Minot, N. D.. 146 4 Iso 26 t2 1 
Pierre. S D 13.6 *5 186 206 I11 
Huron, S. D.... ee SO 18.8 20.8 11 4 
Wichita, Kansa 10.¢ } 14.¢ 16.6 10.2 
Bartlesville, Okla 11 5 16 18.5 10.5 


Note: Kerosine s.s. prices are generally 3c above 
normal t.w. price. 


Stanolind Gasoline (Third Grade) 
Stanolind prices are 1.5c under normal Red Crown 
prices, thru territory. Among exceptions are the 
following points: 


Chicago, Ill 8.8 *4 12.8 14.8 >. 7 
Decatur, II] 11.2 *4 .2 16.5. 16.2 
Johet, I] 10.2 *4 14.2 16.2 10.2 
Peoria, III 11.2 *4 15.2 14 10.2 
Quincy, Il 11.1 *4 FS. 1 14.9 10 

Springfield, Ill. 11.2 *4 15.2 16 10.2 
Green Bay, Wis 11.2 16.2 16 10.2 
Milwaukee, Wis 94 5 14.4 14 ».7 
Minneapolis, Mint 10.4 *4 14.4 16.4 10.4 
Mankato, Minn 11.3 *4 ee Se Ba 

Evans e, Ind fe Boe 16.2 18.2 $14 

Des Moines, | x } 12 13 10.1 
Davenport, | 73. } 6B. k 10.1 
S City, J 8.5 *4 12.5 12 Fut 
St. Louis, Mo 8.5 +3.5 12 I 8.7 
Wichita, Kar 6.5 4 1.5 1.5 16.2 
Fargo, N. D 12.4 4 16.4 16.7 12.1 
Grand Forks, N. D ) 4 13 l 12.4 
Huron, S. D eer Oe 17.3 17 11.4 
Bartlesville, Okla..... } 5 14 15.5 10.5 


tSt. Louis tax includes 0.5c city tax; Kansas City 
and St. Joseph. Ic city tax. {Includes 4c state tax. 


*Illinois collects a sales tax of 2%, to cover which 
Standard charges 0.2c per gallon on gasoline, kero- 
sine and naphtha: this tax is included in t.w. and a. 
columns in above table for gasoline, but not in taz 
column. South Dakota gasoline and kerosine prices 
include O0.le for sales tax. Indiana t.w. and s.s 
gasoline prices include 0.2c for chain store tax. 


Discounts: to controlled and uncontrolled dealers, 
undivided gasoline accounts, thru territory, off s.s. 
price: Ethyl and Red Crown gasoline, 4c; Stanolind, 
3c. Divided gasoline accounts get 0.5¢ less per 
gallon. In case of lease and agency and AAA ac- 
counts, the above discounts include the 0.5¢ per 
gal. rental allowance. 

Discounts to commercial consumers: eéf- 
fective Feb. 26, 1934, thru territory, including 
Chicago, on purchases per month, discount off t.w. 

rice; Ethyl and Red Crown, 3000 to 10,000 gals., 

c Stanolind, 0.5c; over 10,000 gals., Ethyl and 
Red Crown, 2c; Stanolind, lc. Purchases under 
3,000 gals. monthly made at regular t.w. price; if 
single deliveries of less than 25 gals. are made, 
regular 8.8. price applies. 


(Continued on next page) 


S. O. NEBRASKA 


Standard Red Crown Gasoline 


Kero- 

Total sine 

T.W. Taxes T.W. S.S. T.W. 
Omaha, Neb... 55.0 7.3 5 17.3 19.3 9 
McCook, Neb........13.4 § 18 4 18 4 8 
Norfolk, Neb : 12 17 17 8 

North Pl Neb... 13 Is Is 8.5 
Scortablad. Neb pode 3.8 § 18.8 19.3 11 


Reliance Gasoline (Third Grade) 


Reliance gasoline prices are 1.5c below normal 
Red Crown prices. Following points are among 
those below this normal differential: 


Omaha, Neb......... 9.9 5 14.9 14.9 } 
McCook Neb 1 In 9 169 8 
North Platte, Neb 12 5 17 17 8.5 
scottsblufl, Neb ? Sa ‘7.2 (iz 


Discounts to dealers: including rentals under 
lease and agency agreements, off s.s. price: to un 
jivided accounts, Standard Red Crown and Ethy! 
gasolines, 4c; Reliance, 3c; to divided accounts, 
Red Crown and Ethyl, 3.5c; Reliance, 2.5¢ 

Discounts to consumers covered only by form 
Cw-1 Official Commercial Consumer Contract 


S. O. LOUISIANA 


Essolene 
Posted Posted Kero - 
Tank Retail Tax Posted sine 
Car T.W. es oa. 8 
Little Rock, Ark...... 6.1 12.6 7.5 18.5 11 
Alexandria, La vice Gee FRG 77 19.1 *10 
Baton Rouge, La 62 2.2 6 18.2 *12 
New Orleans, La. 5.8 12.3 77 16.5 *12 
Lake Charles, La. SZ ¥2.7 FF 19.2 *12 
Shrevepor La 5 a4 15 *12 
pr nie ee 5 vance ee URaoe oe 19.3 *12 
Bristol, Tenn.. ree Gen JES 8 21 14 
Chattanooga, Tenn 85 15 8 a 6 
Knoxville. Tenn oF IS 2S an? WS 
emphis, Tenn An 2 oe 5 
Nashville, Tenn...... 8 14.5 8 16.5 10 


*Lake Charles, Alexandria, New Orleans and 
Lafayette gasoline tax includes Sc state tax, lc 
federal tax, and lc parish tax. Louisiana lberosine 
prices include lc state tax. 

Price basis to dealers: Dealer contracts are 
written 2.5¢ per gal. above posted tank car price, 
effective Dec. 28, 1933, less 0.5c voluntary allow- 
ance, thru territory. 

Price basis to commercial consumers: Con- 
sumer t.w. price at time and place of delivery; 
consumer t.w. is generally 2c off s.s. price. 

Kerosine discount: 2c per gal. off t.w price to 
open dealers. 


MAGNOLIA PETROLEUM 


Mobilgas Kero- 
otal sine 
T.W. Taxes T.W. S.S. T.W. 
Muskogee, Okla......11 5 16 18 7.5 
Yklahoma City....... 1l 5 16 18 8.5 
yg | ee 11 5 16 18 8.5 
Fort Smith, Ark ..... » oe 14.5 16.5 8 
Little Rock, iC) ae fed 36.9. 365 9 
Texarkana, Ark 12 *5 17 19 7 
Dallas, Tex viene nine 12 5 17 19 6 
Fort es wrth, Tex... my. 5 17 19 ? 
Houston, Tex...... ll 5 16 18 . 
San Auuaie, or 12 5 1 19 5 
Gr FON, BOR ee acceds 32.5: -5 7.5 SS i 
Metro Gasoline (Third Grade) 
Muskogee, Okla 5 5 10 12 a 
Oklahoma City 8 5 13 15 8.5 
Tulsa, Okla a 5 13 15 8.5 
Fort Smith, Ark : 8 ts 13 15 8 
Little Rock, Ark : i ey Ae 17 ) 
Texarkana k 8 #5 13 1 
Dallas, 1 8 5 («3 15 
Ft. W I f > II 
Houston, Tex “4d 
San A I 4 : 
AG yy ) 5 14 16 11 


Dealer discounts: On Metro gasoline. Ic per 
gal. off t.w. price thru territory 


*[In Texarkana, 4c Texas tax applies; outside 
Texarkana, 6.5c Arkansas tax applies. 


tin Fort Smith, 4c Oklahoma tax applies; outside 
Fort Smith, 6.5c Arkansas tax applies, 
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Tank Wagon, Service Station Markets for Gasoline and Kerosine 


lax column includes Ic federal tax, state gasoline tax; also city and county taxes as indicated in footnotes 
These Prices in Effect May 7, 1934, as Posted by Principal Marketing Companies 





CONTINENTAL OIL 


Conoco Bronze Gasoline 


Kero- 

Total sine 

T.W. Taxes T. W. S.S. T.W. 
Denver, Col... .s0200% 9 15 17 10 
OS ee eee 1 16 18 13 
rand Junc., Col..... 3.5 6 @.8 23.5 4&5 

Casper, Wyo......... 13 5 18 20 11.5 
Cheyenne, Wyo...... 13 5 18 20 13 

tts. BROKE. scx000s5 15 6 21 23 17.5 

Helena, Mont........ 16.5 6 22.5 26.5 17.5 
Salt Lake City, Utah..16 5 21 23 16 
eS © ee | 6 2 24 18 
Twin Falls, fdivecca ae 16 6 Ze 24 18 
Albuquerque, N.M...13 6.5 19.5 21.5 13 

Demand (Third Grade) 

Denver, Col. ...csccee 7 6 13 15 10 
Cheyenne, Wyo...... m.9 5 16.5 18.5 13 

Helena, Mont........ +: 6 21 23 17.5 
Salt Lake City, Utah..14.5 5 19.5 21.5 16 
Boise, Ida... 143 & . 20:5 22.9. 15 
Albuquerque, N. 'M. 1.5 t6.5 18 20 13 

tincludee city tax a 0.5¢ 


Discounts: effective March 1, 1934, on gasolir nes, 
thru territory, off s.s. price: to “undivided’ dealers: 


Ethyl and Conoco Bronze, 4c; Demand, 3c; to 
“divided” dealers: Ethyl and Conoco Bronze, 3.5c; 
Demand, 2.5c. 
S. O. CALIFORNIA 
Standard Gasoline 
_ Francisco, Cal. 8 4 12 15 12.5 
Los Angeles, Cal. 6 4 10 13 12.5 
Petened, Cal... . ..sics.0% 8 . 12 15 14 
Phoenix Ariz 2 * 6 we PS He 
Reno, Nev... 2.55 7.5 «28.5 ° 45.5 
Portiand. Ore 13 6 19 22 iz 5 
Seattle, Wash oe 9.5 6 8:5 88.5 43:5 
Spokane, Wash res 6 21 24 18 
Tacoma, Wash ok eee © 18.5 . 28.5. 43.5 
Flight Gasoline (Third Grade) 
San Francisco, Cal.... 7.5 4 2.5: 23.5 22.5 
Los Angeles, Cal a: 9.5 1.3 42:5 
Frearo. Cal Ae = 1.5 22.5 14 
Reno, Nev 12 5 17 19 5.5 
Phoenia, Ariz ee 6 17 19 tlo 
Portland. Ore ceo 40.5 6% TS 69:5 33.2 
Seattle, Wash pteae e 6 15 17 13.5 
Tacoma, Wash ...... 9 6 15 17 3.0 
Spokane, Wash....... 14.5 6 70.5: 22.5 3S 
tincludes Sc state tax 
Discounts: On all gasolines: to 100% dealers 
le off t.w. price 
CANADA 
Prices of Imperial Oil Ltd. 

Per Imperial Gallon, which is 1.2 U. S. Gallons 
Imperial Three Star Gasoline 
Hamilton, Ont....... i.$ 6 Si.5 27.5 $7.5 
Toronto, Ont......0¢ 18.5 6 728.5 27.5 27.5 
Brandon, Man....... 233.5 7 98.3 33.3 Z.8 
Winnipeg, Man....... a1.7 7 «287 51.7 2.2 
Regina, Saale ccacenatee 23 6 29 32 21.5 
Saskatoon, Sack biabe 25.8 6 31.8 34.8 24.3 
Edmonton. Alta......25.2 6 31.2 34.2 23.7 

Calgary, Alta........22.5 6 28.5 31.5 21 
Vancouver, B. C...... 21 7 ©28 31 24 
Montreal, Que........ 18 6 24 27 17 
St FOREN Bssccssccdeso 8 © 27.5. 31.5 21 
Halifax. N. S. ins 8 7.5 32 5 
*No established tw. price at these points: dealers 


and consumers’ prices based on ‘“‘so many cents 
below s.s. prices”; open dealers get 3c off. 
Discount to dealers and A.R.D. Accounts: 
thru Ontario, Quebec and British Columbia, open 
dealers 3c off 8.8. price: 100% accounts. Ic additiona! 





| Aviation Gasoline Prices 





Following are tank car and/or tank 
wagon prices of aviation gasoline in princi- 
pal marketing territories (Stanavo aviation 
in all territories except ContinentalOil Co.) 
includes Ic federal tax, and 


Tax column 

state tax; also municipal taxes as indicated 
in footnotes. 

S. O. NEW JERSEY 
Prices in Effect May 7, 1934 

Tank 

Z Car 

Bayonne, N. J. (exclusive of taxes)..... ee se 
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COLONIAL BEACON OIL CO. 


Bayonne, N. J. (exclusive of taxes)....... 

S. O. PENNSYLVANIA 

Tw. Tax 
Philadelphia, Pa...... 14.5 4 
Pittsburgh, Pa....... 15 4 
Altoona, Pa....... ee | 4 
Harrisburg, Pa....... 14.5 4 
Ss. O. OHIO 

Thru Ohio: 
Aviation Gasoline..... 14.5 5 
Stanavo Aviation, with 
lead, 74 octane (Blue) 15.5 5 


Discounts: to airports, off t.w. price: 


and above: 3,000 to 10,000 gals., 
and over, 2c. 
For delivery contract to 


on hangar 


Tank 
Car 


is 10.5 


Total 
Ws 


18.5 


19.5 
20.5 


60 octane 


Pp 
Ic; 10,000 gals. 


operators 


reselling: from 1 to 4c, depending on quantity. 


S. O. INDIANA 


Petroleum Spirits (Solvent) 
Tank Cars (F.o.b. refinery or seaboard terminal) 


Maw York Hatbar. ......0.0000600 cae 9.5 
POUBGOIDOIR GIStLICE 6.0.0 c0sccccccess %.5 
eee ene 9.5 
Tank Wagon or Steel Barrels 
PO 0 OE BIO ons osc vcvicasecncaaes 13 
oO” re ner 16 
Rochester (net price).........eseee0s 16 
BURRIS (REE PTICE) . occ cccsccncscnsens 14 
RR rrr 14 
SMM ic5k0 0's piehad stsececeweneees 17 
NE 6 by sco ak visan'enwieewaee se 33.5 
ets vs. vista 6.0 ab dks sb RRO SS 13 
er Arr 13 
BM cg wis Soskee ue.ee coumancen sls 17 
re ee iavea els 17 
PRIOR oc datinivanntcae'es sencene. - eee 


Note: 2c off above t.w. prices to large buyers 
in some instances. *2c discount allowed if under 
contract, and 3c discount allowed on 200 gal. or 
more, with lc premium for steel barrels. 


[| HeatingOid | 

















TE | | ae 7115.3 3 19.3 
Indianapolis, Ind..... 5.7 5 20.7 & 
Detroit, Mich........ 16 4 26 : : : 
Milwaukee, Wisc..... 15.2 5 20.2 Following are tank wagon prices of various 
Minneapolis, Minn....15.9 4 19.9 grades of heating oil at the points shown in various 
St. Louie, Mo tee, 14.2 3 7.2 territories. Prices are in cents per gallon: 
ansas City, Mo..... 4. %4 j 
Poe ig ape 6.9 4 20.9 Prices tn Elect May 7, 5906 
Huron, & D........ *#16.9 5 21.9 No. 1 No.2 No.3 No. @ 
“ae hack” , — S. O. New Jersey 
ae to cover ann ot Perm fo Pos 7 Risin sie .f : e7 
j tt 5 les tex: eatic City, N. J...... , : 
cent ianalcs einer vineimalinas Baltimore, Md......... a. 6.5 
S. O. LOUISIANA Washington, D. C....... S49 Bias 6.75 
Tank S. O. New York 
Car . 
Now York City... 000 8 3 7 ‘ 
F. o. b. Group 3 basis (exclusive of taxes 8.5 hineep, Bh Y.. snesweae's 8 See pr 
a = wh Rochester, N. Y......... 8 Os Goo Gu. 
MAGNOLIA PETROLEUM : Boston, os eke beee <5 8 C5 GS Gren 
ar a Total Augusta, Me........... 9 i 7 me. 
AP Tax r.W Sashes. (A ; eee es 7 1 en 
Dillan ex ere | 5 20 Burungton, Vt.s. sss. S:5 7¢  f ee 
New Haven, Conn...... 8 6.5 6.5 eras 
HUMBLE OIL & REFINING CO. Providence R. [........ 8 65 6.5 6.5 
Tank No. 1 No.2 No.3 No. @ 
a ee ea Meee re Atlantic Refining 
gi ect on Bo Ne aaee ie een aes : Philadelphia, Pa........ 8.5 7 6.5 6 
; : Allentown, Pa.......2.% oo «6 7 6 
CONTINENTAL OIL CO. hier 9 gg toe Siena wets .? 7 7 6 
; pringfield, Mass....... . Z mae 6 
T.W Tax ay Worcester, Mass........ 8.5 r 4 ne 6 
; hii eT" WEGRSOPE, CORD ss « 6:ce00 ae J ws. 8 
ponte, “— Sasi ieee + 6 2l 8. 0. Ont 
heyenne, Wyo...... 8 5 23 : lo 
Helena, Mont. 19.5 6 25.5 Ohio Statewide......... 8 3. F 6.79 
Salt Lake City, Utah. .14.5 oa 19.5 Note S. O. Ohio prices are for hose dumps; bucher 
Albuquerque, N. M...16 6.5 22.5 dumps are 0.5c per gallon higher, 
*Includes city tax of 0.5c, S. O. Indiana 
S. O. CALIFORNIA Chicago... ee iescne _ = 8.29 
P ERGIGDRDOD, TOG s 6 0c 6000 vecccc us sas 12.7 
frog ed gn a = 5 r ' 5 DDOEPOIE, BAIEM so 5 oc vc sccccccccc mses ~ 9 
: tei Ne ed gee 8 DOMCM WU ER ns 5.516 05k 00 66 6.006 at oo ee oe 8.4 
San Francisco, Cal....11 + 15 
ets « se 15.5 5 20.5 Minneapolis, Minn... ....... sees oe sacully 8.9 
Pameined, toe Sen 6 22° ee a Re eran pe ae 8.2 
Renttin. Wank 12.5 6 18.5 . SR ae renee te 7.8 
Spokane, Wash Is 6 24 pons th Bn tax of ” h aedle me 
Note: Above prices are in tank trucks or iron Discounts: at Chicago, ‘Indianapolis and Detroit 
a. For deliveries direct into airplane fuel Ic off t.w. price for deliveries of 100 gals. and over; 
tanks, 3c per gal. additional. at St. Louis, le off for 50 gal. dumps and over; 
150 ral — points, lc off t.w. price for deliveries 
gais. and over. 
Naphtha Prices Atlantic Re fining Raises 
Gasoline 
: ADELPHI ay —- i 
Prices in Effect May 7, 1934 eg I Pata, May 9.—Atlantic 
OQreum V.M.&P. Cicaner Refining ( o. will advance tank wagon 
Spirits Naphtha Naphtha and service station prices of gasoline 
GRICE. 6 sis <ueees ,t13.9 of l5-9 15 0.5 cent through Pennsylvania and 
oom neat lg HH ; ovis 3 Delaware, it was reported May 8. New 
Milwaubes Naetesices si2-3 oot! ; wet 8 prices generally will be 15.5 cents 
Sy = gael ‘5:3 22.1 tank wagon and 17.5 cents service sta- 
“tend eS ai 8 15 tion, including 4 cent state and fed- 
one a OE is eral taxes. 
*Includes 4c state tax. Last previous general change was 


**Includes 3c state tax. 
cover Illinois 2% sales tax. 


tlncludes 0.2c cent to 


a cut of from 0.5 to 1 cent March 28. 


NATIONAL PETROLEUM NEws 
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D LUBRICATION. 










hein! 


Your Choice of 
it Solves Your Problems 6§[eKe-y)-)(1- 


Whether you are planning a big Metropolitan Lubrication Li N a '@) L N 


Palace or a country crossroads station; whether you are go- 


ing to re-equip your present station with a complete modern ENGINEERED 


WE'LL line of equipment, or replacing obsolete and inefficient lu- RUR-3 Sfer-Varer, 


bricating guns, this book will answer your problem. 


BE All LINCOLN equipment is new and up-to-date. It is engi- SYSTEMS 
SEEING neered to meet present day needs, to pump modern viscous Designed to Meet 
and fibrous lubricants, to service cars, trucks, buses quickly, All Modern Needs 
YOU cleanly and efficiently. It is powerized to meet all demands, GET THIS BOOK 
AT faster to save time, labor and power, and designed to reach 
THE the hard-to-get-at fittings of the modern streamlined cars. 
TULSA It is leak-proof and dripless, so cleaner. And it is handsome NEW DrLUXE CATALOG 
to give it “show window” value, the quality that sells service. NO. 32 1S READY 
OIL For your convenience we have grouped essential equip- oy an ec eee 


SHOW ment into ten different set-ups. From the biggest to the clopediaon lubrication. Every item fully 
smallest. Each group in this book is fully illustrated in colors rg peg vege: irr “ = 

Booths and completely described. 
4 and 5 The book is just off the press... 
California USE THE COUPON, your copy is 


Building waiting for you. 


LINCOLN ENGINEERING CO. 
5701 Natural Bridge Ave., St. Louis, Mo. 


L 

1 

1 

Please send me FREE and postpaid the book checked: 
BOOK of 10 Complete Lubrication Systems [| \ 
PBLUAS Catalog NO 32 i. tect es 
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C. | S b d M k Prices on this page do not include federal tax 
omplete oeabdoar arkets levied on some products 
Eastern Domestic Markets New York Export Markets 
(Prices for tank car and /or barge lots of 30,000 gailons, more or less, f.o.b- — (Prices in cents per gallon in barrels, F. a. s. New York) 
refinery or Seaboard terminal, representing majority of sales and quo- CYLINDER OILS (Pennsylvania Products) 
tations to jobbers and /or consumers. Florida and S. Carolina inspection May 7 April 30 April 23 
tax not included.) Bright stock, No. 8 color 36.50 35.00 -35.50 35.00 -35.50 
Prices—May 7 Apr. 30 Apr. 23 -—- t —, No. 6% ye cael a 
— -_ “ac 1h. aie os COO? GUUtEd ...56i 40 ca yo a 34.00 -34.50 34. -—34.50 
U. Ss. MOT OR GASOLINE: 59 Octane and Below: 7 — Mantcal@00 Ne. gueclor. 3600 34.50 35.50 34.50 ~35 30 
New York harbor....... ato S00 3.75 Neutral 150 No. 3 color.. 29.50 28.00 -29.00 28.00 -29.00 
Portland district........ 6.30 6.30 6.30 600 Warren E filtered.... 28.50 27.50 -—28.50 27.50 -28.50 
Boston district.......... 6.00 6.00 6.00 600 stm. refd. unfiltered... 26.00 -26.50 26.00 -26.50 26.00 -26.50 
Providence district ‘ 6.00 6.00 6.00 650 stm. refd. unfiltered.. 28.00 —28.50 28.00 —28.50 28.00 —28.50 
MOTOR GASOLINE: 60-64 Octane Number 600 flash, steam refined... 29.00 —29.50 29.00 -29.50 29.00 -—29.50 
New York harbor...... 5 75 .— 6.00 : 95 = 600 575 — 6300 630 flash, steam refined... _ 33.50 —34.00 33.50 -34.00 33.50 -34.00 
Philadelphia district 6.00 6.25 6.00 — 6.25 6.00 -— 6.25 W M k 
Baltimore district 5.75 — 6.00 5.75 - 6.00 5.75 - 6.00 ax arket 
orfolk district 9.75 ~ 6.00 9.79 = 6.00 3.75 — 6.00 (Prices in cents per pound. Tests made by A. S. T. M. method with 
Wilmi ngton, N. C,, district 5.75 — 6.00 5. f9 = 6.00 2.75 ~ 6.00 melting points converted into A. M. P. by adding 3° F. Export prices 
Charlest: on district. 5.75 — 6.00 5.75 — 6.00 5.75 - 6.00 are f.a.s. carload lots. Domestic prices are f. 0. b. refineries in New York 
Savannah district........ 6.50 — 7.00 6.50 — 7.00 6.50 - 7.00 and New Orleans harbor district, in bags, carload lots, with 0.2c discount 
sec be nvi ille district. 6.50 00 6.50 - 7.00 6.50 - 7.00 allowed for shipment in bulk) 
-ortland disweiet . : : 6.55 6.55 6.55 Prices—May 7 New York New Orleans 
ponnen d righ see as bea : i oe. 6. ‘—. Domestic Export Domestic Export 
rovidence district aa. é 4. 6. 124-6 Y.C. scale.... 3.70 — 3.80 3.70 — 3.80 3.70 — 3.80 3.70 — 3.80 
MOTOR GASOLINE: 65 Octane Number and Above bees W.C. scale... 3:75 = 3.88 3.f5 = 3085 3.75 = 3.85. (3.275 — 35.85 
New York harbor...... 6.00 — 6.50 6.00 — 6.50 6.00 — 6.50 124-6 W.C. scale... 3.75 -— 3.85 3.75 - 3.85 3.75 - 3.85 3.75 — 3.85 
Philadelphia district. .... 6.25 6.50 6.25 - 6.50 6.25 ~ 6.50 123-5 Fully refined. . 4.70 4.625 4.70 4.625 
Baltimore district Reak 6.00 6.50 6.00 — 6.50 6.00 6.50 125-7 Fully refined... 4.80 4.75 4.80 4.75 
Norfolk district Aan 6.00 — 6.50 6.00 — 6.50 6.00 - 6.50 128-30 Fully refined 5.05 5.00 5.05 5.00 
Wilmington, N. C., district 6.00 — 6.50 6.00 - 6.50 6.00 - 6.50 130-2 Fully refined. . 5.20 5.25 5.20 5.25 
Charleston district. : 6.00 6.50 6.00 -— 6.50 6.00 6.50 133-5 F ully refined.. 5.80 eb 5.80 Fire 
Savannah district ; 7.00 25 7.00 -— 7.25 7.00 — 7.25 135-7 Fully refined. . 6.05 6.00 
Jacksonville district > 7.00 1.05 7.00 — 7.25 7.00 - 7.25 
Portland district. . ; 6.80 6.80 6.80 
Boston district....... 6.25 6.55 6.25 — 6.55 6.25 — 6.55 Gulf Coast Bulk Market 
Providence district. . 6.00 — 6.50 6.00 - 6.50 6.00 - 6.50 : s - 
; (Prices are f. o. b. Gulf oil terminals representing sellers’ opinions 
AVIATION GASOL INE: _ ; except prices specified to the contrary. Prices cover bulk shipments 
73 Octane Number and Above (Test basis 300° F.; 600 R.P.M.) of 20,000 barrels or more, unless — noted.) 
New York harbor....... Discontinued 10.50 -—11.00 10.50 -11.00 ay 7 pril 30 April 23 
Philadelphia........... Discontinued 10.50 -11.00 10.50 -11.00 MOTOR GASOLINE: For a Shtpmane P 
RIES oo 65s nee picecie Discontinued 10.50 -11.00 10.50 -11.00 2 5 = = ? 
: oh x ce = 59 octane and below..... 5.00 — 5.125 5.00 - 5.125 5.00 — 5.125 
BOSTON 6.050545: : Discontinued 10.50 -11.00 10.50 -11.00 4 aes a — oias 2 a eee 
60-64 octane number..... 5. 125 ee a 5.125-— 5.25 §.125— §.25 
WATER WHITE “KEROSINE 65 octane and above..... $.375—.5.50 5.375- 5.50 5.375- 5.50 
New York harbor awe x.20 5.50 5.50 5.50 FURNACE OILS 
Philadelphia district. . . . 6.00 6.00 6.00 | No. 1 Heating oil........ 4.375- 4.50  4.375- 4.50 4.3 75- 4.50 
Baltimore district....... 6.00 6.00 6.00 | No. 2 Heating oil........ 3.625~ 4.00 3.625- 4.00 3.425~ 4, 
Norfolk district. ere 6.00 6.00 6.00 KEROSINE 
Wilmington, N. C........ 6.00 6.00 6.00 ao 4.50 4.50 4.50 
Charleston district....... 6.00 6.00 6.00 41-43 wiw.......-. tees -2 . 
Savannah district........ 5.50 5.50 5.50 For Export Shipment 
Jacksonville district...... 5.50 5.50 5.50 GASOLINE A y ’ i r 
Portland district........ 6.00 6.25 6.00 — 6.25 6.00 - 6.25 U. S. Motor gasoline..... 4.25 -— 4.50 4.25 - 4.50 4.25 - 4.50 
Boston district...... ac 5.50 5.75 5.50 — 5.75 5.50 - 5.75 60-62, 400 e.p. gasoline... 4.375- 4.625 4. 375= 4.625 4.375- 4.625 
Providence district...... 5.50 -— 5.75 5.50 - 5.75 5.50 = 5.75 61-63, 390 e.p. gasoline... 4. 50 4.75 4.90 —"#.75 4.50 ~ 4.75 
HEATING OILS: 64-66, 375 e.p. gasoline... 4.75 5.00 4.75 -— 5.00 4.75 - 5.00 
: pei U. S. Motor, cases (car- 
New York harbor: IR rsvnaa oa canterna’ $1.30 -$1.35 $1.30 -$1.35 $1.30 -$1.35 
| Sa rn hc it :.5 5.7) §.50 - 5.75 5.50 - 5.75 64-66, 375 e.p. cases (car- 
SS Per cee eer 4.50 4.75 4.50 - 4.75 4.50 - 4.75 eS RR Rear eres $1.40 —$1.45 $1.40 —$1.45 $1.40 -$1.45 
NO. 3....-+ssseeevrees 4.50 4.50 4.50 | KEROSINE 
No.4... 0s... - 4.00 - 4.25 4.00 - 4.25 4.00 - 4.25 | 44 water white.......... 4.375- 4.50  4.375- 4.50 — 4.375- 4.50 
Phiiadelpiia district a ale ia ati en. coe | 41-43 water white....... 4.25 — 4.375 4.25 - 4.375 4.25 - 4.375 
NO. Banesereccessoenss ome — 3, 22 3.50 - 5.75 5.50 - 5.75 | 41-43 prime white....... 4.125- 4.25 4.125- 4.25 4.125- 4.25 
Ne ee oc abe Me an Aka 25 - 4.49 | WW. cases (cargoes)... $1.25 -$1.30 $1.25 -$1.30 $1.25 -$1. 30 
oak Ganeebameeboaedaeetie ea ge ae +: a ae | FW: cnet a $1.20 -$1.25 $1.20 -$1.25 $120 -$1. 25 
ow eee ee 2 59  ~=©=©6 65.88 r Domestic and /or Export Shipment 
Baltimore district: GAS AND BUNKER OIL sia ite 
Re eee ee org 5.50 5.50 5.50 *26-30 translucent gas oil 3. 2 . a ea 3. ‘ em er 
aOR ag Od ie ees 4.75 4.75 ‘75 *30 plus translucent gas oil 330 = 3.75 00 = Sh 10 3.30 = 3.75 
on Rie ee i ae a 4 50 4.50 4.50 *30 cg pny gas oil oe 3.625. 4.00 sn 
“bes -00 00 Diesel Oil ships’ bunkers 8 8 8 
gg oe district: eas 3 ; . oe Grade C bunker oil, for . , 4 
No. 1. : SRE ites 5.50 — 6.00 5.50 — 6.00 5.50 - 6.00 soe ber bbl. TH1.15 TS1.15 T3115 
GIS eA Rey etans 4.75 4.75 4.75 rade bunker oil, per m ss 
a 4 pia 4.50 4,50 4.50 bbl. in cargoes........ $1.05 -$1.10 $1.05 -$1. $1.05 -$1.10 
No. ax 4.50 4.50 4.50 *Less than 14 of 1% sulphur. tLighterage 5c per bbl. Additional 
SPS OTR ESE ey ; MEXICAN CRUDE ‘AND BUNKER OILS (f.o.b. Steamer, Tampico) 
Prices—May 7 Bunker Oil tDiesel Oil Gas Oil He avy Panuco crude taxes 
Grade C Ships’ Bunker 28-34 Gravity to be paid, per bbl..... $0.95 -$1.00 $1.00 $0.95 -$1.00 
New York harbor. . *$1.30 *$1.95 4.00 Grade C for bunkering, ‘, _ i 
Philadelphia district. .... *$1. 30 * $1.95 4.00 taxes paid, per bbl..... $1.05 $1.05 $1.05 
Baltimore district... .. K+ os ast ‘a 4.00 SOUTH TEXAS (Ranker, £9: b. Gulf oll termi 4 100° F. cold test 0 
Norfolk district. . : _o ‘vd - (Tanker, f. o. ulf oil terminals.) 
Charleston district..... $1.25 $1.95 ie 100 vis. _ 3 unfilt. pale .50 — 6.00 5.50 — 6.00 5.50 — 6.00 
Savannah district... $1.25 $1.95 ; 200 vis. 3 unfilt. pale 6 ,375= 7300 6.375— 7.00 6.375- 7.00 
Jacksonville district.... 51.25 $1.95 ia 300 vis. No. 3 unfilt. pale 7.00 — 7.50 7.00 — 7.50 7.00 - 7.50 
Portland district t “ee teen 500 vis. No. 314 unfilt. pale GG 8 = ag ga 8. oh “a eo 
Boston district. . ba enn *S1.5 wy 95 vee 750 vis. No. 4 unfilt. pale 8.75 9.5 8.75 - 9.5C 75 - 9.50 
Providence district vee $1.30 $1.95 — 1200 vis. No. 4 unfilt. pale 9.25 —-10.00 9.25 -10.00 9.25 -10.00 
: : 5 : ris. N 1 ; 9.5 25 9.50 -10.25 9.50 -10.25 
*Lighterage for bunker oil, Sc per bbl. additional; for Diesel oil, 6.5¢ per bbl. 2000 vis. No. 4 unfilt. pale 9.50 -10.25 9.50 -10 9.5 
adidiaaee al. tDiesel oil at New York shore plants is 4.50c per gal.; Savannah 100 vis. No. 5-6 red oil ke, Bag 6.00 30 = 6.00 5.50 - 6.00 
and Jacksonville, 4.75c, beginning April 23. 200 vis. No. 5-6 red oil.... 6.125 6.75 6. bZ5= 6.75 6.125- 6.75 
, . ; 300 vis. No. 5-6 red oil.... 6.375— 6.75 6.375- 6.75 6.375- 6.75 
500 vis. No. 5-6 red oil.... 7.625—- 8.00 7.625-— 8.00 7.625- 8.00 
750 vis. No. 5-6 red oil. ... 9.00 9.50 9.00 - 9.50 9.00 - 9.50 
= 4 1200 vis. No. 5-6 red oil.. 9.25 9.75 9.25 = 9.75 9.25 - 9.75 
Pacific Export Market 2000 vis. No. 5-6 red oil.. 9.75 10.25. 9.75 -10.25 9.75 -10.25 
Note: Red oil prices shown above cover oils with green cast; blue cast, red 
(Quotations are at seaboard, Los Angeles, in cargo lots, cents per ne : fetes “8 
gallon, except where otherwise noted.) oils are slightly lower in some cases. 
Prices May 7 April 30 April 23 T k R 
53-55 U. S. Motor 4.50 — 4.75 4.50 - 4.75 4.50 - 4.75 anker Kates 
400 e.p ble nd 65 Octane (Approximate tanker freight rates to Continental ports, in shillings 
anneal ire 75 5.25 4.75 = §.25 ty Agee ta. per ton of 2240 pounds, ae 5 ag ge U. ye wee cents per barrel) 
ary + 34 sor bbi $0.95 —¥$1.05 $0.95 -$1.05 $0.95 -$1.05 rude or Fuel efined Oil & /or Spirits 
Diesel oil, 27 eee per bbl. $1.05 —$1.15 $1.05 -$1.15 $1.05 -$1.15 Rates May 7 ant Paid — Ask Last Paid Owners Ask 
jrade ik oil, for Calif.-U. K. /Continent*.. 2/6 8 /-19 13 18/-19,/ 
} poo i, per bbl. $0.825-$0.85 $0. 825-$0.85 $0.825-$0.85 Gulf-U.K. /Continent*.. 10 oly 10/6 10 6-11 
Grade C bunker oil, in Calif.-N. Atlantic..... presees 70c 5 4¢ 65¢-70c 
cenaucs, Gor WL,.... S065 406. eas a ae (not E, of N. ¥.) 
38-40, w.w. kero., 150 fire 4.50 4.75 4.50 - 4.75 4.50 - 4.75 Gulf-N. ek ‘ T19¢ 19-2lc 19¢ 19¢-21« 
‘ased Goods not F 
eee US. Motor... $1.50 —$1.65 $1.50 —$1.65 $1.50 -—$1.65 *Continental ports in range between Bordeaux and Hamburg, both inclusive 
Gasoline, 400 e.p. blend.. $1.60 -$1.75 $1.60 -$1.75 $1.60 -$1.75 **Venezuela loading same rate; Tampico 2 to 3c per bbl. additional. Ma 
38-40 w.w. kero., 150 fire $1.20 -$1.30 = $1.20 -$1.30 $1.20 -$1. 30 tLight crude r : 
Kerosine, prime white.... $1.10 ~$1.20 $1.10 -—$1.20 $1.10 -$1.20 ++Canal tolls made to account of charter which is equivalent to 68 to 70c. 
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WHAT COMES OUT IS AS 
IMPORTANT AS WHAT GOES IN,’ 





Draining residual removed from the crude by Gulf’s exclusive Alchlor 
process. This process removes carloads of undesirable portions of the crude. 


In addition to being made from 
the finest crudes available Gulf- 
pride is refined by Gulf’s exclusive 
Alchlor process, something that 
cannot be claimed by any other 
motor oil, 

The Alchlor process not only 


removes all impurities, but it also 


removes the unstable hydrocar- 
bons, which under the heat and 
pressure of motor operation might 
have a tendency to break down. 
It is truly a tempered oil, that offers 
full motor protection and extra 
mileage to those who use it and 


extra profits tc those who sell it. 





Gu) GULF REFINING COMPANY 
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U. S. Crude Runs and Gasoline Stocks as Reported Weekly by A. P. |. 
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U. S. Refiners Cut Crude Runs 113,000 Barrels ) 











q 
NEW YORK, May 8 _ barrels. In-transit and bulk terminal East Coast refiners ran 38,000 bar- } 
FURTHER decrease of 113,000 stocks gained 111,000 barrels, to 18,- rels less and California 22,000 barrels ( 
barrels in daily average crude 324,000 barrels and stocks of other less than the previous week. Only ; 
run to stills was made by re- motor fuels were up 50,000 barrels, two refining groups increased runs, E 
finers the week ended May 5, follow- to 450,000 barrels. those being Louisiana Gulf and North ' 
ing a reduction of 89,000 barrels the Finished motor fuel stocks declined Louisiana-Arkansas. } 
previous week, according to reports 322,000 barrels, with Indiana-Illinois- Refineries were operating at 64.4 A 
gathered by the American Petroleum Kentucky, the Louisiana Gulf and _ per cent capacity the past week, as D 
Institute. Runs were cut to 2,172,000 California showing the largest with- compared with 68.2 per cent the previ- 
barrels daily. drawals. Stocks of unfinished motor ous week, with the Rocky Mountain _ 
Bulk stocks of motor fuel also con- fuel declined 420,000 barrels, to 8,- district indicating a reduction of 18.2 
tinued to fall. These decreased nearly 146,000 barrels on May 5. per cent. 
700,000 barrels, standing at 68,135,- Oklahoma refiners ran 34,000 bar- Production of cracked gasoline held 
000 barrels on May 5. Refinery stocks’ rels less crude daily to stills the past up, and stocks of zas and fuel oils J 
fell 433,000 barrels, to 37,365,000 week, at the rate of 195,000 barrels. were lowered 600,000 barrels. in 
st 
ee ck 
of 
\ fi i th 
urrent Re nery Operations th 
co 
Stocks ——. Cracked Gasoline Production cu 
Per Cent Daily Average Crude Per Cent of Reportin (Thousands of Barrels) % Total Daily Av. Pro- al: 
Districts Capacity to Stills (Barrels) Capacity Operated Total Finished Total Finished Gas & Gas & Capacity duction (Barrels) . 
Reporting Week Ended Week Ended Motor Fuel* Motor Fuel* Fuel Oil Fuel Oil Reporting Week Ended in 
May 5 Apr. 28 May 5 Apr. 28 May 5 Apr. 28 May 5 Apr. 28 May 5 Apr. 28 ca 
East Coast .. 100.0 440,000 478,000 75.6 82.1 17,433 17,072 6,900 6,902 95.0 80,000 71,000 oe 
Appalachian pies 93.3 90,000 98,000 64.3 70.0 1,789 1,877 832 758 100.0 22,000 27,000 be 
Ind., Ill., Ky _ 94.6 243,000 286,000 69.4 67.8 9,358 9,501 2,747 2,674 94.8 94,000 98,000 ml 
Okla., Kans., Mo 83.7 195,000 229,000 50.5 59.3 5,598 5,496 2,912 2,890 91.4 46,000 54,000 
Inland Texas ae 47.6 82,000 87,000 49.1 52.1 1,357 1,429 1,757 1,724 80.5 95,000 18,000 
Texas Gulf ia 97.5 487,000 493,000 88.2 93.4 4,709 4,699 4,838 4,587 97.5 20,000 90,000 
La. Gulf _ 96.4 108,000 107,000 66.8 66.0 1,299 1,522 992 946 100.0 22,000 23,000 ( 
No. La., Ark i 83.7 45,000 42,000 58.4 54.5 267 274 503 487 92.7 9,000 9,000 : 
Rocky Mt 66.7 21,000 32,000 32.8 50.0 1,415 1,486 711 690 91.3 6,000 10,000 ap 
California me 96.9 411,000 433,000 50.0 52.7 12,464 12,655 80,884 82,108 100.0 49,000 48,000 Ar) 
be aria nian dais r 
TOTAL ; 89.7 2,172,000 2,285,000 64.4 68.2 55,689 56,011 103,076 103,766 95.1 443,000 448,000 12 
*Including stocks at refineries, in bulk terminals, pipe lines and in transit. me 
er 
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Refiners’ & Compounders’ — 
tenelies Inviting You... 





x T . 
Following are average market prices for to visit the W ackman Display 
materials used by refiners and compounders . i 
sflective on the date shown. of Steel Barrels and Drums 


Refiners’ Supplies 
May7 April 30 
Soda Ash light 58. . bags, cwt. $1.23-1.50 $1.23-1.50 
Silicate of Soda 60 deg. drums 
OE Pee Ae cwt. $1.75-1.90 $1.75-1.90 
Silicate of Soda 40 deg. drums 


INTERNATIONAL 





Aebptngmuagcaxnsn cesses cwt. phat 0. 70-108 “7 
“DO SEER ree 90-1. -90-1.00 
Caustic Soda 76% solid. cw. $2.60 " $2.60 PETRO H LEU M 
Sulfuric Acid 6 deg. tank 
cars, f.o.b. shipping pein ‘ 
WOE CU i6a66ccocetenene 11.00-12.50 $11.00-12.50 YW Doe YUEr T 
Sulfur, flowers of....... ewt. $3.10-4.05 $3.10-4.05 
Liquid Chlorine, tank cars, EXI OSI PION 
Dnsccccacranesonaves Ib. $1.85-2.25 $1.85-2.25 
Compounders’ Supplies 
Vegetable Oils , 
Linseed carloads, spot....lb. 9.30 9.30 Booth No. 42 
cere 8.70 8.70 
Soya Bean, Tank, coast. ..lb. 8.50 8.50 
Oleic Acid Refiners & Marketers Bldg. 
Distill, tanks............ Ib. 6.00 6.00 - 
eS SS ee lb. 6.875 6.875 
Saponified, eee Ib. 6.50 6.50 = 
Saponified, bbls........... lb. 7.00 7:00 Pulsa, Oklahoma--May 12-19 
Lard Oils © 
Prime Winter Strained... .lb. 9.50 9.50 
Extra Winter Strained... .lb. 8.00 8.00 } 3 vee 
3 eee: a HES lanufacturers of Steel Barrels—Steel Containers 
> 9 Ravdicwa tc eacerenwed Ib. 6.50 6.50 
DU MG i esaeentnene Ib. 7.25 7.25 es —oe : : 
Neatsfoot Oil WACKMAN WELDED WARE COMPANY 
eR ciccccsesinens Ib. 13.25 13.25 Cceisiciai Uiliinansaititetaimie 
Extra, OO eee lb. 7.75 Pee venvera ffices—Tth & Victor Streets—St. Louis. Mo. 
ee 6 ésexweds awa lb. 7.50 7.50 
COIS PRGGEE. cc cvecsscvends Ib. 16.50 16.50 Factories 


Naval Stores St. Louis—No. Kansas City—Sand Springs (Tulsa)—lHouston—New Orleans 


Steam distilled turpentine, 





























i a da sick ah Wi san'o- ie gal. 53.00 53.00 

Steam distilled turpentine, 

re ee gal. 41.00 41.00 ~~ ——— —— a aa : a 
Gum turpentine, N. Y...gal. 56.00 57.50 ——— “a 
Gum turpentine, f.o.b. cars 

| eee gal. 51.00 52.75 
Wood Rosin, aes ee bbl. $5.80 $5.8 
Wood Rosin F Sava h.. bbl. $4.90 $4.90 
Gum Rosin B, 'N. . bbl. $5.45 $5.55 
Gum Rosin B, nk cars 

PRP RMED. oi aialsaervrs cess bbl. $4.20 $4.30 
OOM Olly. DERG. o vccscces gal. 48 48 
Rosin oil, compounded. . va 53-59 53-59 
Pine Tar 
ere < $12.00-$12.50 
eee ee $12.50 $12 
Alcohol 
Denatured Formula 5, per gal., 

i BOM.,. COP lOtbeccccccés 36.1 36.1 

c] 
New Instructions By Lege Everybody wants 
DALLAS, May 5.—Fred M. Lege oil in refinery-sealed cans! 

r., Texas state chairman for market- For 
aioe ’ = : 3 VIC a 
ing for Region No. 4, has issued in- Q K TURN OveER 
structions to all zone and subzone Si 

ell them 


chairmen with reference to handling 
of information regarding the petrole- 


um code. Mr. Lege has requested BIP PRE ly 

these individuals to keep a file of all bh » R R ) @)) ) PERFECT 
communications, and to read and dis- id OL 

cuss them at all meetings. Mr. Lege 

also suggests that everyone engaged MOTOR Ol L 

in the petroleum industry in the lo- 
eality in which the meetings are held | 


be invited to attend and hear thecom-| REFINED FROM 100% PENNSYLVANIA 
munications read and discussed. ‘GRADE CRUDE BY ONE OF PENNSYL- 
VANIA’S OLDEST OUTSTANDING REFINERS 











12 Hurt In Fall 


OVERTON, Texas, May 4.—Col-| 
lapse of a cooling tower scaffold at the 
Arrow Refining Co. plant here injured | 
12 men, three of them seriously. The| 
men fell to a concrete walk and sev-| 
eral of them suffered broken bones. 


EXCLUSIVE TERRITORY: THE FREEDOM OIL WORKS CO. 


‘ F 120 Third St., Freedom, Pa. 
First Com , 
e.. First Served Gentlemen:—Can I get the exclusive sales rights in 


my territory for Freedom Perfect? 


VAS TSAI Name ieee. 


‘Address___— cee 
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Crude Oil Prices (in Effect May 7, 1934) 


Crude prices for the 


whole year in OIL PRICE HANDBOOK published annually 


(Prices are per barrel of 42 U. S. Gallons at the well; A. P. I. Gravity) 





EASTERN FIELDS 
Posted by a Seep Purchasing Agency 


(Effective May 1, 1934, except Corning effective 
Oct. 2, 1933) 
Penna. Grade Oil in Southwest Penna. 
Pipe Lines.. bh Nit eaten aie ets rage ee pe 
Penna. Grade Oil in Eureka Pi ipe Lines 
CWeet WiRItE) «6 ssc so op esos ote hebe nee $2.17 
Penna. Grade Oil in Buckeye Pipe Lines 
[RARCUB DANE, AOL oo ace iaxars's sie ere . .$2.07 
Corning Oil in Buckeye Pipe Lines (Ohio)... $1.32 
+For Macksburg oil run previous to March 1, 


1932, $2.02, effective May 1, 1934. 
Posted by Other Companies 


Tide Water Pipe Co., Ltd.: 
Bradford-Alleghany district (Penna. and 
N. Y.) (Effective May 1, 1934)...... ey ee 
*The Pennzoil Co.: (Effective May 1, 1934) 
Penna. Grade Oil in atio ne “ Transit Lines*$2.47 
Ashland Oil & Transportati Co.: (Effective Sept. 
10, 1933): 
Somerset Oil in Ashland Lines (Ky.)...... Bi.23 
*The Pennzoil Co. posts $2.47 in Cochran, Frank- 


lin, Hamilton and Doolittle, Pa. fields; prices in 
their districts range down to $2.42 per bbl. at wells. 
MICHIGAN 

(Posted by Pure Oil Co.) 
Midland, Midland County (Sept. 30, 1933) 
CENTRAL STATES FIELDS 

Posted by Ohio Oil Co. 

(Effective Sept. 29, 1933) 


$1.02 


ery $1.30 West. Kentuchy $1.18 
(Effective Jan. 5, 1934) 
Princeton....... $1.13 ere $1.13 


CANADIAN CRUDE 
Posted by Imperial Oil Refinerfes, Ltd. 
Western Ontario 
(Effective 7 a. m. Sept. 9, 1933) 


Ie yet Teer i oa 
oe re re en $2.17 


Alberta 


Turner Valley 
(Prices f.o.b. field tankage) 


Crude: Naphtha: 
(Effective 7 a.m. (Effective 7 a.m. 
Dec. 9, 1933) March 5, 1934) 
eS eee 
ok See 2.07 {Clear...... saspeser 
(Effective 7 a.m. tDiscolored..... 2.63 


March 5, wig: 
50 and above.. 2.44 


tClear naphtha: 22 color; 10 Ibs. vapor pressure, 
Reid method; 90% recovery; end point, 410°. 
Discolored naphtha: same specifications as for clear 
naphtha except color. 





MID-CONTINENT 


Prices of Stanolind Crude Oil Purchasing Co. 
(Effective 7 a.m. Sept. 29, 1933) 


(In North-North 
Central Texas) 


$0.79 


(In Oklahoma-Kansas) 


KK OOCOCOCoOoOSoSoo 
‘© 
w 


Above Stanolind prices met as follows: 

Sept. 29, by The Texas Co. in Oklahoma, and in 
North and North Central Texas; Continental Oil 
in all three states; by Empire, White Eagle and 
Gypsy (Gulf). 

See also Carter Oil, Magnolia, Humble schedules 
below and footnotes under Carter table. 


Prices of Carter Oil Co. 
(In Oklahoma and Kansas) 
1933) 


(Effective 7 a.m. Sept. 29, 





Below 25. ..cscs $0.76 33-33.9 

vk eee 0.78 34-34.9 
ee 0.80 35-35.9 

Ok sk ae 0.82 36-36.9 

Sk Sere 0.84 37-37.9 

oS ee 0.86 38-38.9 

oS” eas 0.88 i: ie Oe . 
LS See . oe 40 and above. 1.08 
kt ae 0.92 


t. 29, Carter gravity and price schedule met in 
PO rye y Sinclair-Prairie, and Humble 
price schedule met in North-North Central Texas 
except that Sinclair-Prairie posts five lower grades 
down to below 25, with 2c differential for each. 
Same day, Shell Petroleum met Carter in full in 
Oklahoma-Kansas. 


Prices in Magnolia Petroleum Co. 
(Effective 7 a.m. Sept. 29, 1933) 


In Oklahoma, same schedule as Carter Oil, which 
see above, beginning with below 25, at $0.76 and 
ending with 40 & above, at $1.08, 

In Texas: North and North Central, including 
Burkburnett, Archer, Stephens, Henrietta, Electra, 
Comanche and Olden; and in Central Texas, in- 
cluding Mexia, Wortham, and Panola county, same 
gravity and price schedule as Stanolind in Texas, 
which see below, beginning with — 29 at $0.79, 
and ending with 40 & above, at $1. 


MID-CONTINENT (Continued) 
Prices of Humbie Oil & Refining Co. 
(*In North, North Central and Central Texas 
(Effective 7 a.m. Sept. 2, 1933) 

80.79 ¥5°35 


Below 29.. : eS ere $0.93 
29-29.9...ece.-. 0.81 3636.9 tix aace ire « 0.95 
ae 0.83 1 C: ( See: B y 
I 5 ee a ee aS 
le 0.87 39-39.9.. « eeu 
pS: Se 0.89 40 and above... 1.03 
pS 0.91 


*Including North Texas, Ranger, Mexia, Powell 
Boggy Creek, Richland Wortham, Currie and 
Moran fields. 


PANHANDLE TEXAS 
Humble Oil & Refining Co. 
(Effective 7 a.m. Sept. 29, 1933) 


Gray Carson- 
County Hutchinsoo 
$0.79 $0.69 
0.81 0.71 
0.83 0.73 
0.85 0.75 
0.87 0.77 
0.89 0.79 
40. manana 0.S1 0.81 





Sept. 29, above prices met by Sinclair-Prairie, 
Magnolia and The Texas Co. in the entire ares, 
also by Continental Oil in Carson-Hutchinson. 


EAST TEXAS 
(Effective 7 a.m. Sept. 29, 1933) 


Stanolind, Humble, Sinclair-Prairie, Texas and 
Ns 4.6K sas Kobo nd TkE RK Coee sees $1.00 


WEST TEXAS and NEW MEXICO 
Humble Oil & Refining Co. 
(Effective 7 a.m. Sept. 29, 1933) 

Ector, Pecos and Winkler Counties, W. Texas, 

and Lea Co., N. M 
Crane, Upton, og Howard and Glass- 

cock pg» Aled 

Sept. 29 2A pared in Crane, Upton, Howard, 
Glasscock, Mitchell and Winkler. Sept. 29, Texas 
Co. met Humble in Winkler, Crane, Upton and 
Lea counties; Stanolind Oil & Gas met in Hendrich 
field, Winkler county and posted in Marion county, 
Tex. below 25 at $0.63, plus 2c differential to 40 & 
above at $0.95. 


SOUTH and SOUTHWEST TEXAS 
(Posted by Humble Oil & Refining Co.) 
ipaeties at m. Sept. 29, 1933) 


eee eee eee ea eeseres 


Darset Creek.. WOREO. 6 6:06:05 $0.80 
Sale Fiates ccc ces 0:87 ee 1,05 
rr 0.85 yo |! heke 


Sept. 30, “The Texas Co. met Humble in Dare 
Creel. On Sept. 29 it posted $0.80 in Duval county 
and $0.85 in Saxet-Greta. 

(Continued on page 92) 





All gravities above those quoted take es price offered in 


2 s : 

s 9 a 6 = 

a = A ro) vo 4 
e--) o o ¢& « = “ 
» we £ «2 © 8 ee SB 3 086 

= rr) P~] o ee if 

a ae. ee oe oe ae ee 
>= Mt 5 BF « S 8s€§ &© § & # 2 2 
r =, @ a a4 b> a 3a ° . a 2 5 ° 
ioe c= 2 | = = ~ © Le 5 2 - S ° 
Gravity a at = Ff & oo <Q H KF & B = o 
eS See $0.65 $0.65 $0.65 $0.65 $0.65 $0.65 . $0.65 $0.65 $0.65 $0.65 $0.65 
LS eee — 2 oe Se We GOP ese). seas ~ .6 © 6 << 
[oS See 66 65 72 73 Sea 69 .67 .68 .65 .65 
is eer -69  .65 75 76 Cf fore ae «we wl <i ss 
LL} eee 2 6 78 80 7: eae Sr ae, a ae a | 
LE SES Se 81 83 0 isBh ascwe «6S ey ae: a 
_! } eee -78 .68 83 87 SS SB ws «6S Ol «82 <8: «0b « 
Sk. § eee . ae c 86 §=6.90 ee = “os <B5 .85 <6> 81 
| & Sees ee .84 .76 89 = .94 ar! rr. 86 oo 8 .o7 72 =~. 84 
OS eee .88 .81 92 .97 .94 .95 $0.83 Oo 89 §=6.93— 690 76 ~=«. 87 
} eo Aut SS > tl -98 .86) fw we wat 8 80 6.90 
Ce ae SE OD OR cscs DD Be Se ies oe tae . 85 = .93 
2 8 eee oF 66oe EOL es TOE ES (pe -98 1.04 89 §=.96 
Ok res 2 ie ae a ta 1.07 oF 1.08 -99 
| eae 1.03 1.02 1.07 Sm 1.10 1.01 i 1.02 
Lk Sere 1.06 1.06 1.09 Sa. case Been J | ee 1.05 
eee csave Seen G00 G82 OS .c-- 1.08 ‘ 1.09 
LS} See eae ne wae <a oa eee ‘ > 1.12 
ee ices 7” . BR i Kettleman Hills Be 
ok} Seer os oe “ae a sk<e 4% $0.93 1.18 
Sf eee : " . Oo ceee cee . -96 1.22 
re > ‘ . o OE -cees ‘ .99 ee 
ee éba6. Sees hos: shan TEE geen — 1.02 “ee 
Cf es conc sees shee iekpe. | Te anes > 1.05 os 
eee ose ete ewes abies SE sess 1.08 woe 
SS ea (ied enon ae ion Me EG ~ a 


90 


CALIFORNIA CRUDE 
Standard Oil Co. of California 


Effective 7 a. m. Sept. 6, 19 








(Crude ou Prices continued on page 92) 


the field) 
& 
£ ¢ 2 3 2 
a owas 8 3 9Y = 
e 2S sae 2 ~ EPS 5 
a Soy >= i S . ne ° 
CR Si og eo c 2 a #2 
© “fa Bus = ry #0 #0 
e eMecast = 3 2S Ga Be 
azeMtsmar $$ 6 BE se 62 
vce. POLST GO.57 $0.57 $0.57 90.57 B87 wwe 
ee ee ee: a ae alee ae 
meta. con. ome ay 57 .57 $0.57 
ive can ser .57 , aa 
wos ee we 3 -60 .61 
peace Cot 64 -63 64 
ous on 67 - 66 -67 
$0.72 sine .70 .69 .70 
-76 ne Ay eae ote 
A OE i 8 A ey 
. ae .81 .: aa | 
er .85 81 .85 
re . 89 .84 .89 
94 ee on . oe 
. aa oor a 
ee sons San . a 
GS cues «RaOS iv 
i eee ease eek 
The cee. Bone ee 
1.16 Li? ei ie 
1.19 ‘. oeee ‘ ane 
 . Siae see ee Salen 
one sake sabe ; ieee 
eae sake 
J er » ae 
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Te 
Public Must 
Be Served! 


ASOLINE-dispensing pumps, 
and the that 
them, must be dependable. 


motors drive 


That's why dependability came first 
when our motor for gasoline dispens- 
ers was designed and built. 


We fully understood that our motors 
would be called upon to operate reli- 
ably ina wide range of temperatures, 
from Alaska to Florida, and so we 
equipped them with built-in thermal- 
switch* protection. Thus, they are 
safeguarded under all temperature 
conditions—when cold-stalled or on 
the hottest day. 


To facilitate mounting in any cabi- 
net, we used a frame of small diam- 
eter and short over-all length. 


These features, and many others, 
make this motor an outstanding 
“‘buy.’” Would you like more com- 
plete information? 


*BUILT-IN THERMAL SWITCH 
A complete thermal-overload protective 
device built into G-E motors for gaso- 
line dispensers. Ask about this time- 
and money-saving feature. 























WE DO OUR Paar 


Near you 


in clectric equipment. 
Schenectady, N. Y. 


within reach of your telephone 


General 





“VOLTAGE SELECTOR” 


Provides a quick and_ simple 
method of changing motor con- 
nections for either 110 or 220 volts. 
Call the nearest G-E office for a 


demonstration. 


Every G-E motor for use in gaso- 
line dispensers bears the Under- 
writers’ label indicating its suit- 
ability for use in locations defined 
as Class I, Group D, by the 
National Electrical Code. 


is a G-E motor specialist. 


He is always ready to help you realize the most from your investment 
Electric Company, Dept. 6B -201, 


070-29 


GENERAL @ ELECTRIC 
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The opportunity 
that leads to 


Bigger 


Business 


THINK of Schrader Dublcheks and 
Valve Cores, not only as quick-profit 
sales items, but as affording an ex- 


cellent’ opening toward building up 
your business in other accessories as 
well:— 


Air-servicing a customer’s tires offers 
the opportunity to introduce Dubl- 


cheks. Their uniqueness will excite 
most any motorist’s buying interest. 
While youw’re putting them on, a set 


of fresh Schrader Valve Cores can easily 
be sold. While you’re putting these in 
you’ve a chance to check his other 
needs: — tires, tire covers, ‘batteries, 
polishes, bulb kit, wind-shield wipers, 
etc. Be alert! Profit by this oppor- 
tynity. 


Schrader Dublcheks and Valve Cores 
are quick sellers AND live leads to 
Bigger Business! Stock them. Push 
them. Order today from your regular 
source of supply. A. Schrader’s Son, 
Inc., Brooklyn, N. Y.; Toronto, Can.— 
Makers of Pneumatic valves since 1844, 


Schrader 
Dublicheks 


make tire inflat- 
ing “‘as easy as 
pushing a_ but- 
oom.” Nothing 
to umscrew, re- 
place or mislay. 
Packed in easel 
display cartons of 
50. 


Schrader Valve 


Cores 
Standard of the 
tire industry! 


Packed in easel 
display’cartons of 
100. (20 dustproof 
metal boxes of 5 
each.) 








““Schrader- 
ize’? your Air 
Service 


Glood air- 
service equip- 
ment attracts 
customers. 
Schrader 
gauges and 
airline fittings 
insure mod- 
ern, depend- 
able air serv- 
ice. Check 
your air-line 
today! 


Schrader 


Reg. U. S. Pat. Off. 
TIRE-SAVING VALVES, CAPS AND GAUGES 


**Be sure it’s a Schrader—look for the name’’ 

















Crude Oil Prices (In Effect May 7, 1934) 


(Continued from preceding page) 
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SOUTH TEXAS (Continued) 

Oct. 2, Magnolia ted $0.87 in Darst Creek and 
$1.15 in Tomball; Sept. He is A omy? $0.80 in Mi- 
rando, $0.75 in Luling and in Lytton Springs. 

= 11, 1934 Magnolia rihovoe $1.00 for Cleveland, 
Liberty county, Tex. 


Humble 
Conroe (Montgomery Co., Tex.) 
(Effective 7 a. m. Sept. 29, 1933) 
eer $1.09 eS ree $1.15 
kk ee oan SS a BE rg 
J Ut eee 1.33 40 & above..... 1.39 


Sept. 30 Texas Co. met above prices. 


NORTH LOUISIANA-ARKANSAS 
Prices of Standard Oil Co. of Louisiana 


(Effective 7 a. m. March 17, 1934, except Homer, 
Smackover and Nevada county Sept. 29, 1933) 
(In Caddo, Homer, Haynesville, Sabine, De Soto, 


| Sarepta, Carterville, El Dorado and Miller county) 





GULF COASTAL—(Continued) 


*Includes these fields: Barbers Hill, Goose Creek, 
Hull, Humble, Liberty, Moss Bluff, Orange, Pieree 
Junction, Rabbs Ridge, Raccoon Bend, Refugio 
ight, Sour Lake, Spindicten, Sugarland and West 
Columbia, 

Above eyes met Sept. 29 by Sinclair-Prairie and 
Sun Pipe Line C 


The Texas Co. 
(Effective 7 a. m. Sept. 30, 1933) 


Same gravity and price schedule as Humble 
up to 30-40.9 gravity, which see; plus thes¢ grades: 
SS er $1.04 36-36.9.... $1.10 
kh 05 oC ae 1.11 
yo) 1 2 & Serer Boke 
re 1.07 MOTOR. wudeune 1.13 
ee 1.08 40 and above. 1.14 
|: 1.09 









Belc Basctens De | OE eee 0.89 
eine ae ee 0°73 cE err *O°91 ROCKY MOUNTAIN FIELDS 
26-26.9 Pikman 0.73 a 4 Saeuieineres eu Posted by Stanolind Oil & Gas Co. 
28-28.9..........0:79  37-37.9......... 0.97 Effective 7 a. m. Sept. 29, 1933) 
SE ee 0.81 ore 0.99 Salt Creek and Dutton Creek, Wyo. Same 
30-30.9......... 0.83 39-39.9. 0.2005 1.01 gchedule as Stanolind posts in Oklahoma-Kansas 
ES | Ue 0.85 40 and above.. 1.03 which see on first crude price page. 
ok eee 0.87 Te 
SE OCT OCT ETT TE Te TT $1.18 
he eR Rt 30.7 METI TL.<. 00 0.-cccccscssceecoess 118 
Urania, La. (La. Oil Refg. Co., Jan. 1,°34).<°5 0-87 HSPN ea ee I IIIIIIIITIEIIEIIEE 0196 
9 Heavy a pr sti arate heicanes gtarm emcee nia eee Siar a 
*GULF COASTAL ee SO ae ere err rrr é 
” 3 Frannie light Me fective’ May 1, 1998). cesses: 0.70 
Posted by Humble Oil & Refining Co. PUNO io dened cds cianeee ne wecuue 0.62 
(Effective 7 a. m. Sept. 29, 1933) 
Posted by Ohio Oil Co. 
(Effective 7 a. m. Sept. 29, 1933) 
SR ee eee tee ee $1.18 
CPM ON MED, HBOS 6.6.6.0 cvctcncccececesaeeas 1.18 
Rock Creels....... ; - 1.02 
pa eee ‘ cov Roe 
Se CC ere 1.35 
opening an office in Tyler, Texas. 


Plan Drive to Reduce 
State Gas Tax 


MILWAUKEE, May 4.—The Wis- 
consin Petroleum Association will con- 
duct an organized campaign to reduce 
gasoline taxes and automobile regis- 


| tration fees in that state, according to 


an announcement by Elmer H, Pedley, 
president. 

No legislative action can be taken 
until] the legislature convenes in 1935, 
but association members will make 
these subjects an issue in the com- 
ing elections this fall and will en- 
deavor to get candidates to pledge 
their support of such measures, it was 
stated. 

At present Wisconsin has a 4-cent 
state gasoline tax, while the adjoining 
states of Michigan, Illinois, Iowa and 
Minnesota have a 3-cent tax. This 
works a hardship on oil companies in 
Wisconsin with stations located near 
the states lines. 

Final plans for carrying out this 
campaign will be a topic at the com- 
ing association convention at Madi- 
son, May 25. 


TULSA——M. W. Richardson, tank 
ear buyer for wholesale marketers, is 





Temporary headquarters were estab- 
lished April 22 in the Blackstone 
hotel, and a permanent office will be 
opened about May 1. 


Approve Crude Withdrawals 


WASHINGTON, May 4.—Adminis- 
trator Ickes has approved the follow- 
ing withdrawals of crude oils from 
storage for April and May: Gulf Pro- 
duction Co. and the Gulf Refg. Co. 
915,000 bbls. of West Texas oil for 
refining; Standard Oil Co. (Indiana) 
433,790 bbls. of Oklahoma and Texas 
oi] for refining; Sun Oil Co. 105,000 
bbls. for export to France; General 
Crude Oil Co. 90,000 bbls. of East Tex- 
as oil for export to Canada; Mag- 
nolia Petroleum Co. 170,000 bbls. for 
export to France and 92,000 bbls. for 
export to Argentina; Atlantic Refining 
Co. 75,000 bbls. of East Texas crude 
oil for export to France; McColl- 
Frontenac Oil Co. Ltd., 308,862 bbls. 
of East Texas crude oil for export to 
its Canadian refinery; fourteen refiners 
of Pennsylvania grade crude oil, to 
withdraw during April and May, 5068 
bbls. per day of Pennsylvania Grade 
crude oil from the storage of the South 
Penn Oil Co. for refinery purposes. 
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Refinery Instruments 
(Continued from page 53) 


very tight gland used with high pres- 
sures in the operating line, 

As the instrument balances to the 
new conditions, the bellows contracts, 
closing the nozzle, balancing the pres- 
sures, and maintaining equilibrium in 
the instrument until the next change 
in operating conditions occurs. An- 
other action of this instrument oc- 
curs, which, the designers point out, 
permits the valve to assume any po- 
sition of opening necessary to satisfy 
load conditions while maintaining con- 
trol at the original setting point; hence 
the term “Dubl-Response.”’ In Fig. 
9, as the diaphragm is forced down- 
ward by the increased pressure, the 
long bar shown supporting the noz- 
zle assembly is forced upward by a 
pivoted arm and rod, below (not 
shown), actuated by the downward 
or upward motion of the valve rod. 
The nozzle tends to follow the baffle, 
reducing the severity of the change 
and avoiding ‘hunting’ or wide fluc- 
tuations in the control. The coils 
shown at upper rear are damping coils, 
to slow down the action of the in- 
strument by slowing the action of the 
springs which hold the nozzle assem- 
bly referred to. These springs affect 
the lever system in a manner to pro- 
mote smooth control. 

The application of a damping device 
has also been made by Tagliabue with 
gratifying results in the Tag control- 
ler, along with the use of a mag- 
netic clutch introduced two years ago 
or more. The Damplifier operates ac- 
cording to the following outlined pro- 
cedure, in connection with Fig. 10. 

“The primary pilot of the control 
system is the flapper valve which is 
positioned by the recording pen. As- 
sume a condition when the pen is di- 
rectly at the desired rate of flow 
which is being correctly maintained 
by the diaphragm valve. A 15-pound 
air supply is maintained to the ball 
air valve G. Something now occurs 
causing a tendency toward a decreased 
flow which instantly moves the pen 
downward. 

“To maintain the flow at our setting 
point now requires a greater valve 
opening: that is, less air on the dia- 
phragm top of the valve. The pen 


moves the flapper K toward the noz- | 


zie decreasing the air escape and in- 
creasing the pressure in detector cap- 
sule FE which brings lever A upward 


causing ball valve G to decrease air| 


pressure to the diaphragm valve. 
“The decreasing tendency is par- 


tially arrested by this same decreasing | 


air pressure reacting on the detector | 
capsule FE so that only a small dia-| 


phragm valve change takes place. 
Simultaneously, the Damped Ampilifi 
cation action of amplifier capsule F' is 
taking place. This very slowly de- 
flates capsule F lowering fulerum C of 


main lever A and moving point O up-! 


(Continued on page 96) 
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ROTARY PUMP 
by OCECO 


FTER many months of highly satisfactory 

operation under various conditions in the 
plants of a number of oil companies, the 
Oceco Turborotor Pump is now being offered 
to the industry. 


Its action approaches that of a centrifugal 
pump without sacrificing positive suction or 
delivery. 

It is well liked by oil men because: 


No blades rubbing outer wall. 

No outboard bearings to line up. 

No eccentric moving parts. 

Can be dismantled and reassembled with- 
out special tools by any operator. 

Low power consumption. 

Good for 250 pounds per square inch or 
higher on special order. 


Write for complete details 
THE OIL CONSERVATION ENGINEERING CO. 
877 Addison Road Cleveland, Ohio 
Engineering and Sales Service: 
90 West St., New York Box 1387, Tulsa, Okla. 


sox 3052, Beaumont, Texas 
Marquette Bldg., Chicago, Il. 


IT AT THE TULSA SHOW 











Are You Trying to SELL 
a “LAST ROSE of SUMMER” 
GASOLINE? 


JADED gas—like a faded rose—is harder 
to sell. Why not use Anthraquinone 
Dyes — the best known method of main- 
taining the true color of your gasoline? 
Completely soluble in gasoline, Anthra- 
quinone Dyes are stable in light. acids. 


alkalis, tetraethyl lead and in storage. 


Pioneers in the field of dyes for gasoline 
we offer the larger marketers not only a 
full range of colors, but also laboratory 
facilities in which to test them. Write 
to us before you dye! 
* 
(Marketing Division) 
PATENT FUELS 
AND COLOR CORP. 


Carew Tower, Cincinnati, O. 


(Manufacturing Division) 
PATENT CHEMICALS, INC. 


37 Wilkinson Ave., Jersey City, NV. J. 
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LUBRICATING 
GREASES 


by E. N. Klemgard, B. Sc. 


OOK of practical and scientific 
data on the manufacture and 
use of lubricating greases. 


Valuable to grease makers, refinery 
executives, research chemists, lubri- 
cating engineers, salesmen and 
others interested in the efficient 
manufacture and_ utilization of 
lubricating greases. 


Contains chemical analyses of many 
commercial lubricants, abstracts of 
important patents, and formulas 
and practical processes for the 
manufacture of greases. 
CHAPTER HEADINGS: 

1—Manufacture of cup greases; 
2—Uses, testing, analyses, patents of 
cup greases; 3—Soda base greases; 
4—Mixed soda lime base greases; 
5—Sett greases; 6—Lead base 
greases; 7—MDMiliscellaneous greases 
and compounded oils; 8—Mechani- 
cal mixtures; 9—Trend of grease 
research. 


198 pages Illustrated Price $5.50 
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1213 W. 3rd St. Cleveland, Ohio 
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Shell Has 5-Day Week 

Shell Petroleum Corp. put into ef- 
fect a five-day working week in all 
offices in St, Louis and branch sales, 
production and _ field offices in 26 
states April 30 without any decrease 
in pay. 

The present advertising campaign 
featuring comic-strip characters gave 
employment to hundreds of hitherto 
unemployed and the order for out- 
door cut-out figures was reported to 
be the largest on record. These were 
used at 13,000 service stations. 
Packed in boxes, the finished displays 
weighed over 800 tons and were suf- 


ficient to fill 51 box cars. 
Buys Meter Duplicator 
Service Station Equipment Co., 
Conshohocken, Pa., announces. that 
they have purchased the entire assets 
and exclusive patent rights of the 
Meter Duplicator Ine., Detroit, for 
manufacture and distribution to the 
petroleum trade of a complete line of 
Meter Duplicators for imprinting per- 
manent records of deliveries of petro 
leum products. 


National Change Week 

The tenth annual Champion Na- 
tional Change Week will be celebrated 
May 7 to 14 this year by all Cham- 
pion Spark Plug local dealers. Today 
this event has become an annual re- 
minder to motorists to change spark 
plugs. 
strate how and why all spark plugs 
deteriorate and will restore gas econ- 
omy to many ears by installing new 


Dealers evrewhere will demon- 


sets 


New Cash Recorder 

The latest addition to the line ot 
Red Seal Meters for the petroleum in- 
dustry, is the new Cash Recorder Gas 
oline Dispensing Meter, made by the 
Neptune Meter Co., 50 West 50 Street, 
New York, N. Y. This unit makes it 
as easy for the motorist to buy a dol 
lar's worth of gasoline or two dollars 
worth as five or ten gallons. 

Two unusual features are to be 
noted that are of particular impor 
tance in the service for which this dis 
pensing meter is recommended, These 
are the synehro-mesh price tag and 
the large dollar and gallon dials of 
the far vision design. 

By observing the conspicuous and 
easy-to-read price tag, the motorist 
sees at a glance what price per gal- 
lon he is paying. Since this synchro- 
mesh price tag is positively inter-con- 


Interesting 


TRADE ITEMS 

















nected between the measuring mecha- 
nism and the register, it is the motor- 
ist’s visible guarantee both that the 
cash recorder is correctly set for the 
prevailing price of gasoline and that 
the dollars and cents readings are au- 





tomatically synchronized with gallon 
age delivered. 

The large far vision dials make it 
possible for the attendant to read the 
hands accurately, even at a distance. 
By being able to follow closely the 
movement of the hands, he is in a po 
sition to stop delivery precisely on an 
even gallon, dollar or cent. 

A new firm has been organized in 
Sioux City, Iowa, under the name 
of Thermoil Lubricants Co., to manu- 
facture Thermeco automotive  lubri- 
cants and Black Cat industrial greases. 

* * * 
Four-Cycle Diesel Engine 

Fairbanks-Morse & Co., Chicago. 
will have its new four-cycle Diesel on 
display at Eighth International Petro- 
leum Exposition in the Continental 
Supply Co. building. 

The new engine, known as Model 
36 has a capacity of 60 h.p. in the six 
cylinder size, It is of the vertical type 
with airless injection of fuel and em- 
bodies the latest development in light 
weight full Diesel construction, The 
eylinders are cast en-bloe and remov- 
able cylinder liners insure minimum 
maintenance expense, Intake and ex- 
haust valves are of special alloy and 
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are operated by push rods from the 
camshaft. Fuel pumps are of the in- 
dividual mechanical injection § type 
with fixed length of stroke and vari- 
able inlet cut off. Nozzles are of the 
single orifice type and are easily re- 
moved for inspection. <A flyball type 
governor of special design permits 
wide speed range with accurate con- 
trol at all intermediate speeds. 

Easy starting, economical opera- 
tion, flexible control and other desir- 
able advantages are claimed for this 


engine which make it adaptable to oil | 


field service, 


Cash Recording Meter Pump 

Erie Meter Systems, Inec., has just 
issued a bulletin announcing a new 
cash recording meter pump featuring 
eye appeal in addition to the features 
of cash recording on a separate large 
face dial similar to the gasoline me- 
ter face with hands to indicate the 
price just as they indicate the quan- 
tity of gasoline. The cash recorder 
is located above the meter face with 
the sight glass on top where it is vis- 
ible at all angles. Changes in gaso- 
line prices may be adjusted by chang- 
ing the recording mechanism. The 
new pump enables full-tank sales to 
fractions of a gallon and time saving 
by fractional without 
making change, 

The standard improved slow-speed, 
belt drive pumping unit is used and 
positive elimination of air provided 
by a new and improved air eliminator 
which also prevents any meter regis- 
tration when the pump is operating on 
an empty tank or broken line. 


gallon sales 
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A TYPE OF STORAGE TANK 


——to meet every evaporation problem 









for 





Model at A Century 
of Progress depict 
ing modern storage 
units for stopping 
evaporation loss 


HERE are three 
methods of pre- 
venting breathingevap- 
oration | losses, filling 
losses, and _ boiling 
losses from oil tanks 
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which are economical and reasonably free from operating difficulties, 
(1) the use of a variable vapor space, (2) the elimination of vapor space, 


and (3) pressure storage. 


Although a careful analysis of each proposed 


installation is necessary to determine the most economical storage unit, 
the chart above indicates the relation of vapor pressure to the preferred 


type of tank. 
WIGGINS Breather Roof 


This roof provides a vapor space with a 
variable volume. The vapor can expand 
without being forced out of the tank and 
can contract without drawing in fresh air. 
A Breather roof is suitable for standing 
storage of crude oil or gasolines which do 
not boil under atmospheric pressure at 
the maximum temperature likely to be 
reached by the liquid surface. This in- 
cludes all ordinary motor gasolines. This 
roof is specially advantageous on tanks of 
large diameter, having maximum breath 
ing capacity per square foot of area. 

WIGGINS Pontoon Roof 

This roof eliminates vapor space inside 
the tank and prevents all breathing and 
filling losses. In addition, it prevents 
boiling losses from products which boil only 
during the hottest hours of the day. This 
roof is effective on all working tanks 
handling crude oil or gasoline. It may be 
used on tanks of almost any height or 
diameter. 


Radial Cone Tank 
This pressure storage unit can be built 
economically to withstand internal pres- 


sures up to 10-lb. gauge. It is especially 
recommended for capacities ranging from 
30,000 to 80,000 barrels. 


The Hortonspheroid 


This shape is the most economical type 
of liquid storage tank to withstand internal 
gas pressure. It is used for volatile products 
requiring gauge pressures from 10 to 20 
Ibs. per sq. in. and is ordinarily built in 
capacities from 5,000 to 30,000 barrels. 


The Hortonsphere 


As the internal pressure increases, the 
ideal shape gradually approaches a sphere. 
It therefore becomes economical to use 
the Hortonsphere for pressures of 20-Ib. 
and up. This container is built in capacities 
of 2,500, 5,000 and 10,000 bbls. 


Evaporation Engineering 


Our experience with a wide variety of 
conditions will be of help in solving in 
dividual evaporation problems. The April 
issue of our publication, ‘‘The Water 
Tower”’ contains a complete discussion of 
the five storage units described above. We 
will gladly send you a copy on request. 


CHICAGO BRIDGE ©& IRON WORKS 


2206 Rockefeller Bldg 
2125 Old Colony Bldg 
New York 3345-165 Broadway Bldg. 
Philadelphia 1614—‘‘1700"' Walnut Street Bldg. 
Boston 1516 Consolidated Gas Bldg 
Detroit 1513 Lafayette Bldg 


Cleveland 
Chicago 


Dallas 1239 Burt Bldg 
1534 Fiftieth St., N_ 
Houston 2919 Main Street 
Tulsa 1607 Thompson Bldg. 

1060 Rialto Bldg 
1322 Wm. Fox Bldg 


Birmingham 


San Francisco 
Los Angeles 


Plants in Chicago, Birmingham, and Greenville, Pa. 





Only Alox “OILINESS”’ Compounds — Péfinery Instruments 


ward (P being the fulcrum) thus slow- 
ly amplifying the initial change in po- 
sition of ball valve G.’’ 
- - e Tagliabue has also recently brought 
will give these <p outstanding features 2 « roraine potentiometer, whieh 
employs the balancing galvanometer 
principle used in other similar equip- 
ment, but which uses, instead of a 
pointer or ‘‘boom,’’ to register the 
il variations of the galvanometer, and 
to your Ol S by which it is balanced, uses a pho- 
toelectric arrangement for this essen- 
tial purpose, The manner of opera- 
tion is too complicated as to design, 
to explain briefly here. The principle 
e,e however, uses a photoelectric cell, be- 
100% Pure Petroleum Composition fore which shutters actuated by cams 
control the light entry. When the 
e “ light beam from the galvanometer mir- 
20 to 80% Higher Film Strength ror strikes the photoelectric cell, a re- 
lay is closed. When the instrument is 
. again balanced, moving the recording 
20 to 35° Cooler Bearing Temperature mechanism to the correct location, the 
shutters are actuated by the three 
cams to close them and cut off the 


10 to 20% More Driving Power beam of light from the cell. 


The designers of this instrument 



































‘ 
; : ( 
point out that the galvanometer is ( 

: - > always free from mechanical connec- 
¢ 7 
Sludge & Gum Elimination tions; it is suspended by a platinum- ‘ 

° > gold alloy thread 

. . « 
with less Residual Carbon Discussion of principles of control j 
and recording instruments by other de- 

signers will appear in a later issue. 

Oil Salesman To Marry 
: ST. PAUL—Lester Berg, salesman d 
Send for Literature for the H. K. Stahl Co., will be mar- d 
W, ried in June to Miss Amy Alfredson, v 
on the hy and How telephone operator at Stahl’s main of- t] 
fice in St. Paul, After 1 honeymoon n 
in Chicago they will make their home A 
= : 4 at Detroit Lakes, Minn., Mr. Berg’s sl 
Samples and Prices upon Application headquarters for calling on the job- ic 
ber trade. M 
Builds Bulk Plant 

ALOX CHEMICAL CORPORATION | smssron in etane nace 
building a bulk plant at Moon Station, th 
about four miles southwest of Streator M 
Box 949 NIAGARA FALLS, N. , & Phone 4564 cn the Santa Fe railroad, in connec- by 
tion with his elevator, A service sta- co 
tion is to be built at Moon Station, en 
a contract has been made to supply a pl 
station in Pontiac, Ill., and he will do De 
| a general tank wagon business in plz 
MR JOBBER! MR STATION OWNER! gasoline, kerosine, and _ lubricating an 
P : ¥ : Par rere oils, De 
Have you investigated the latest, most complete and ’ a ga ais 

q f i Builds Lubrication Room 

eT MANKATO, Minn.—The Northern 

: Sc . ‘ ee States Oil Co. is improving its down- I 
. ry ae ml ry r Pp > 9 
SERVICE STATION DAILY REPORTS? ian on ee. te de en 
While there are many station reporting Complete stock and cash building is hse remodeled to provide pur 
systems and forms, there is only ONE control all in one opera- ae lubrication and car washing a 
Da-RITE SYSTEM tion. Users claim best yet. a ; os 
“Start right and stay right with Da-RITE.” Standard Rebuilds Stations 

CHATFFIELD, Minn.—The Stand- 
NATIONAL PETROLEUM NEWS, 1213 W. 3rd St., Cleveland, O. | ard Oil Co. of Indiana is remodeling Gas 
service stations at Chatfield, and at ecru 
Owatoona, Minn. per 
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What Exhibitors Will Show 
At Tulsa May 12-19 


Received too late to classify 


The Four Wheel Drive Auto Co., a | 


small model truck with a 
wheelbase and equipped with three dif- 
ferentials will be used to demonstrate 
the advantages of center differential. 
Other exhibits will be an Oil Well Spe- 
cial, which is a 2%4-ton truck intended 
for oil field service, and one of the 
fleet of trucks recently 
Halliburton Oil Well Cementing Co. 


Gypsy’s Tax Suit Dismissed 

TULSA, May 5.—tThe U. S. Supreme 
Court May 4 dismissed the appeal of 
Gypsy Oil Co. from a decision of a 
three-judge federal court on ground 
of lack of jurisdiction. 
brought suit to enjoin the Oklahoma 
tax commission from collecting one- 
eighth cent per barrel on oil produced 
in the Osage reservation. 
proration tax levied on all production 
in Oklahoma. The Gypsy company’s 
contention was that no permissive au- 
thority had been given by Congress to 
Oklahoma to apply the tax to the 
Osage, which reservation is operated 
wholly under rules prescribed by fed- 
eral agencies. One of the reasons for 
dismissal of the case by the three 
judge court was that the amount in- 
volved did not exceed $3000. 





‘ 


Universal Engineer Talks 

CHICAGO, May 5.—George B. 
Murphy, manager of the research and 
development laboratories of the Uni- 
versal Oil Products Co., addressed 
the Armour section of the American 
Institute of Chemical Engineers at 
Armour Institute of Technology. His 
subject was, “‘Application of Chem- 
ical Engineering Principles to the 
Manufacture of Anti-knock Gasoline.’ 


New Bulk Plant Agents 


MINOT, N. D.—Several changes in 
the staff of the Westland Oil Co., 
Minot, N. D.. have been announced 


by R. J. Coughlin, president of the 
company. Earl Otto Clar- 
ence Glans at the Flaxville, Montana, 
plant, and Ben Miller 
Devaney at the Jamestown, N. D 
plant. Ingvald Steffens will be assist 
ant to Mr. Miller at Jamestown. Mr. 
Devaney will be on sales work in the 
company’s territory Minot. 


succeeds 


succeeds Bill 


west of 


Jobber Paints Station 


LAKE GENEVA, Wis.—The Pen 
dergast Oil Co. is repainting the 
pumps and exterior of its service sta 
tion on highway JU. S. 12 at Lake 
Geneva. 


Crude Price Changes 
TULSA.—May 1 Stanolind Oil & 
Gas Co. reduced Frannie, Wyo., light 
crude 17 cents, to new price of $0.70 
per barrel. 
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HORIZONTAL 


VERTICAL Wrinatcntetins 


Specializing in Modern, Economical Welded Construction 


GRAVER will design a plant to your needs and turn it over to you in 
operating condition. Our engineers are trained to the Industry and to the 
modern economies in design and erection. GRAWVER manufacturing and 
fabricating facilities are unexcelled, yet production costs are low. Our 
field erection is recognized for its good workmanship. Also, service sta- 
tion equipment complete, and truck tanks of all sizes. Recommendations 
and estimates submitted gladly. 


GRAVER TANK & MFG. CORP 


General Sales Office: 332 South Michigan Avenue, Chicago 
General Offices and Factory: East Chicago, Indiana 
Representatives in Principal Cities 


BULK PLANTS 


Nearly 75 Years in Steel Plate Fabrication 




















PETROLEUM PRODUCTS 
From All Fields 


Carloads, Tank Cars, and Cargoes 
For Domestic or Export 


GASOLINE 
CRUDE OIL 


KEROSENE 
FUEL OIL GAS OIL 
CYLINDER STOCKS 
UNFILTERED AND FILTERED 
BRIGHT STOCKS 
COLD SETTLED AND CENTRIFUGED 
PALE—RED OILS 
WAX—PETROLATUM 
TECHNICAL WHITE OILS 
WHITE MINERAL OILS 


NAPHTHA 
FURNACE OIL 


For 41 years of reliability, service and integrity— 
this Company enjoys an International Reputation 


JAMES B. BERRY SONS’ CO., INC. 
General Office: Oil City, Pa. 


District Offices at 
New York, Philadelphia, Boston, Chicago 
London—Hamburg 


Cable Address—JASBE R Oil City All Codes 
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Property Protection 


PAYS 


ODERN equipment, in- 
creased production, and 
faster turnover are all factors in 
But 


larger incomes result in greater 


building larger incomes. 


profits only if unnecessary losses 
and expense are avoided. 
Modern equipment for bulk 


stations and refineries neces- 
sarily includes chain-link fence. 
Cyclone chain-link Fence has 
become the standard for ade- 
quate and economical property 
Sturdy, durable, 


Cyclone Fence prevents theft, 


protection. 






Cyclone—not a type of fence but fence made exclusively by 
Cyclone Fence Company and identified by this trademark. 


yclone Fence 


REG. U.S.PAT OFF. 


damage to income producing 
facilities, and lessens the possi- 
by fire. 


It will pay you to adequately 


bility of destruction 


protect your property. 

Made of copper-steel and 
weaving, it 
Our 


factory-trained crews will erect 


galvanized after 


resists rust years longer. 


your fence or your own men can 
do so if you desire. An accurate 
estimate will convince you of 
the economy to be effected by 
erecting a Cyclone Fence now. 
Write for complete information. 
Address Dept. N. P. 


CYCLONE FENCECOMPANY 
General Offices: Waukegan, Il. 
Branches in Principal Cuttes 
SUBSIDIARY OF vue OAS srares STEEL CORPORATION 


Pacific Coast Division: 


Standard Fence Company, 
General Offices, Oakland, Calif. 


























The OIL PRICE HANDBOOK is 
the only complete record of oil mar- 
kets for a whole year, compiled in one 
handy volume for quick reference. 
Cloth bound—marginal index—9” x 
o. 


OIL PRICE HANDBOOKS 


AVE you a complete record of REFINERY prices; TANK 
WAGON markets; EXPORT prices; CRUDE prices— 


For quick reference and comparison with today’s prices? 


omiaiiaiet 


Oil Price Handbook for 1933.$10.00 
For 1932, 1931, 1930 or 1929. ..$7.50 
For 1928, 1927 or 1926........ $5.00 
For 1925iand 1924... ........5.% 








Send for these OIL PRICE HANDBOOKS now before they are out of print. 
National Petroleum News, 735 Penton Bldg., Cleveland, Ohio 








Political Interest Wanes 


On Alky-Gas Fuel 


CHICAGO— Political interest in 
aleohol-gasoline motor fuel legislation 
is waning, reports from Washington 
published in the middle west indicate, 
and hope has faded for action in the 
present session of congress, 

A bill is in the senate now for the 
compulsory use of alcohol in motor 
fuel through taxation, but proponents 
of the measure back home are being 
informed that congestion in the legis- 
lative mills may prevent passage, The 
aleohol-gasoline proposal is under- 
stood to have approval of higher-ups 
in the administration up to Henry A. 
Wallace, secretary of agriculture, but 
action has not been forthcoming. 

Propoganda being issued now in the 
mid-western centers of agitation is 
giving a new purpose to. alcohol- 
gasoline motor fuel. The issue now is 
claimed to be a drive for cheaper mo- 
tor fuel, in place of the former plea 


that alky-gas would provide a new 
market for surplus farm’ products, 
thereby restoring the purchasing 


power of the farmer and in turn aid 
industrial recovery. 

A report from Washington was 
given publicity recently to the effect 
that several leading oil companies are 
experimenting with an alcohol motor 
fuel. One company is claimed to be 
working with a 5 per cent blend, An- 
other company is claimed to be try- 
ing a three-way blend, 25 per cent 
alcohol, 71 per cent kerosine and 4 
per cent casinghead. The natural 
gasoline is supposed to make the blend 
more volatile and to provide easier 
starting qualities, 

Petroleum chemists, according to 
the report, are becoming interested in 
aleohol as a means for cheaper fuels, 
and that the use of refinery ‘‘by-prod- 
ucts’’ will enable oil companies to 
market a fuel less than 
ent gasoline fuel, 


costing pres 
In spite of the new economy theme, 
representatives at Washington. still 
want to foree of aleohol-gasoline 
through a tax on non-aleoholie fuel, 


use 


What Exhibitors Will Show at 


Tulsa—May 12-19 





The Joyce-Cridland Co., Texas 49, 
50, Specimens of hydraulic lifts, fea- 
turing the free-wheel and_ drive-on 
air operated lifts, and the free-wheel 


| and drive-on electrically operated 
lifts. The free-wheeler jack will also 


be shown with the lifts. The adjoin 
ing space will contain samples of a 
complete line of industrial and heavy- 
duty jacks for oil field service, fea 
turing particularly the No, 78 emer- 


gency jack, a ball bearing journal 
jack, and heavy-duty § self-lowering 
| and hydraulic jack. H. B. Burlow 


and J. B. Sampson attending. 


NATIONAL PetTrorEUM News 








‘ 
mo 
bar 
per 
mo 
I 
abo 
fear 


“ 


oil 


Ma 








EWS 














On The Lazy Bench 








Careful 

Togo, the Japanese servant, walked 
into his mistrsess’ boudoir one morn- 
ing unannounced. 

“You must not come into my room 
without knocking first, Togo,” said the 
lady. “I might be dressing.” 

“Oh, no, madam,” replied Togo, “I 
always pleak through the kleehole.” 

The Diamond, 
VWid-Continent Pet. Corp. 
* * * 

“I simply can’t stand the toot of an 
automobile horn.” 

“How’s that?” 

“A fellow eloped with my wife in an 
automobile, and every time I hear an 
auto toot I think he’s bringing her back”’. 

Ohio Petroleum Marketer, 

The Ohio Petroleum Marketers Ass'n. 


Dad: ‘‘Worse and worse! Now 
you're at the bottom of the class in- 
stead of next to the bottom.” 

Billy: ‘“‘But Dad, I can’t help it that 
Johnnie’s got the measles!’’ 

Independent Topics 
Towa Petrolewint Assoe 
4 4: 

K’'rosh—‘‘You used to say I was all 
the world to you.” 

Co-ed—“‘‘Yes, but I've 
geography since.”’ 


learned my 


The Oil Can, 
Illinois Petroleum Marketers 
ae * * 
Doctor: “I’m sorry, Mrs. Brown, but 
I have to tell you that your husband 
will never be able to work again.” 
Mrs. Brown: “I'll go and tell ’im. 
It’ll cheer him up.” 
The Diamond, 
Vid-Continent Pet. Corp 


Usher (to very cold, sophisticated 
lady): ‘‘Are you a friend of the 
groom?”’ 

Madam: ‘No, 
bride’s mother!”’ 


indeed! I’m the 


ludependent Topics 
Towa Petrolewm {ssoc. 
* * * 
Teacher: ‘‘And what lesson do we 
learn from the busy bee?’’ 
Smart Boy: ‘‘Not to get stung.” 
Independent Topics 


Towa Petrolewmn {ssoc 


A Little Mouse Oil Wouldn't Hurt 

She woke up in the early hours of the | 
morning and nudged her sleeping hus- | 
band. 

“Wilfred,” she said in a hoarse whis- 
per, “Wilfred, wake up! 
mouse in the bedroom!” 

Hubby unwilling sat up. ‘Well, what 
about it?” he groaned. 





There’s a 


“IT can hear it squeaking,” she said 
fearfully. 
“Well, d’you want me to get out and 

oil it or something?” he snapped. 
The Diamond, 
Mid-Continent Pet. Corp. 


May 9, 1934 





| VANIA’S OLDEST OUTSTANDING REFINERS 














Efficient Top Oils must have as a base a 
material which is able to endure extremely high 
temperatures and yet retain its lubricating proper- 
ties. Colloidal graphite, when blended with an oil of low 
carbon properties fills these requirements perfectly. Long 
after the carrier has been destroyed, the “graphoid surface” 
formed on the friction parts continues to serve as an efficient 
supplementary lubricant. + ” * * * * 
A colloidal-graphited top cylinder oil may be added directly to 
the fuel tank or used with any standard top oiler. 


Send for Technical Bulletin So2 


ACHESON OILDAG COMPANY 


PORT HURON dag4 MICHIGAN 


















CLEAN : CONVENIENT * PROFITABLE 


IN THE 
PACKAGE! 9" 


c B xe cronies 
Everybody wants 
oil in refinery-sealed cans! 


For Quick Turn-Over 


Sell them 


FREEWOM PENN ACE 


MOTOR OIL 


REFINED FROM 100% PENNSYLVANIA 
GRADE CRUDE BY ONE OF PENNSYL- 


L and 5 QT. CANS 








EXCLUSIVE TERRITORY: 


First Come. . First Served 


THE FREEDOM OIL WORKS CO. 
120 Third St., Freedom, Pa. 


Gentlemen :—Can I get the exclusive sales rights in 


my territory for Penn Ace? 
Name — ' aE Se rr oc teteere a ne 
Ricci ncaa ctl ea 


Use THe Coupon! 
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Transactions in Oil Stocks on New York Stock Exchange 

















_ 
‘ed bees Gd es Pt ns 





Div. Last Transactions Week Ended May 5 
1933 1934 Listed Par Rate Div. es Week's 
High Low High Low Shares Value Company Period Paid Shares High Low Last Change 
47 18 53% 922,070 DLP.  Amorida Cor... .. 260 scccecves 50cQ {aa 31, 34 5,600 51 48% 50% — % 
35 40% $088 2,290,412 $25 ee ee i oe 50c ar. 30, 34 10 38% 38% 38% —1 
32 12% 35% “ise 2,696,652 25 Atlantic Refining Co............ 25cQ Mar. 15, 34 14,300 28 26% 26% —1% 
1 3 0 2,258,779 5 ee eee ee May 11, 31 17,100 8% 8 8 — % 
12 5% 9% 1,444,970 N.P. Colonial Beacon Oil Co.......... ae errr 100 6% 6% 6% — 1% 
15% 36S 14% , 14, 218, 835 N.P. Consolidated Oil Corp........... seis April 7, 34 34,700 12% 11% 1% —1 
108 95% 111 = 32,771 $100 Si eee eS $2Q Feb. 15, 34 200 =«111 111 111 + 1% 
19% 4% 22% 4,722,652 5 Continental OW Co... 6isc05602006 ‘eee  cemabimedees 40,100 21 19% 194% —1\% 
27 4% 23 1s 13,333 $10 General Asphalt Co............. June 15, 32 11,200 21% 20 20 —1% 
38 8% 29% 95,841 $100 EGR UND cc cuscdcccsedees sees | <mermsenenas 1,500 25% 24 24 —1% 
7 1% 5% a 678,234 25 a eee Feb. 1, 32 2,200 4% 4\ 4% — & 
s 1% 4% ii 1,207,132 10 Indian Refining Co.............- Dec. 15, 20 400 3 3 3 — \ 
4 3 3% »309,060 N.P. a REE SOD csccces <soss ## —g6s00s0nG655 1,500 2% 2 2 — \ 
29 3 23% rye 40,000 $100 _ Sere May 16, 32 10 18 18 18 0. 
« % 3% 1% 330,000 N.P. Maracaibo Oil Exploration Biiecs ese i Gaewenagecn 700 3 2% 2% % 
72 55 63 63 444,083 $100 exican Petroleum Co.......... Apr. 20, 31 10 60 60 60 — 1 
16 3 14% «11 1,857,912 N.P. Mid-Continent Pet. Corp........ Feb. 16, 31 5,000 1334 12% 1234 —1\% 
17% 4 15% 12 6,648,052 N.P. SS Ee een re Dec. 15, 32 28,500 13 12 ym =—7 
14 8 11 10 4,699,885 $5 Pan Amer. Pet. & Transp. Co.... Mar. 15, 33 300 11 1034 10% — & 
4% M44 2 1\% 199,370 N.P. eee eS Oe Se eee 700 1% 1% 1%— 
20 5 21 12 17,994 $100 DR ME eke cisasacana enews c Dae uly 2, 23 60 16 i. 1. — 4 
15 4 4y% 9 2,153,444 5 Petroleum Corp. of America..... cat une 1, 31 2,300 12% 11% 1% — 5 
18% 864 20% 15% 4,439,450 N.P. Phillips Petroleum Co........... 25¢ eb. 15, 34 32,300 19% 17% 18% — %& 
1% % 1 1,184,817 $25 — Lo ae Oe: Kae. emepcacace 1,000 % %4 34 0 
13 3 % 10 7% 150,000 100 B aes gieit Feb. 1, 22 600 834 734 74% —1% 
2 M44 2 284 2,500,000 N.P. Steen etroleum Corp. ae Feb. 16, 31 3,300 1% 1% 1% — 
17 6 16% 12 1,050,000 $5 Plymouth Oil....... 25cQ Mar. 31, 34 6,400 13% 1214 12% — 
15 5% .. i 2,441,432 25 Prairie Oil & Gas Co.. ae | ee ener Sent es eae 
22 7 20 14 4,050,000 25 Prairie Pipe Line Co.. poesies — etd i ree od ce 
2% y% 1 *4 749,017 50 Producers & Refiners ‘Corp. Saaeiats Kone ept. 15, 23 72,800 5% Y % — K 
13 2 6% 28,1 50 = eer Sean May 4, 25 11,500 31g 1% 2 —1\% 
15 2% 14% 10 3,038,370 she rere rrr = Sept. 1, 18,700 12 11 11 — 1 
69 30 80 8 30,000 00 EE eee a Apr. 1, 3 250 74 72% 72%—1% 
39 17% 39% 36 425,342 $14.00 Royal Derek Co. (N. Y. shares) $1.07% Aug. 14, 33 1,100 3514 33 35146 + 1% 
43% 15 38% 25% 1,244,383 Seaboard Oil Co. of Del......... 15cQ 10¢ Ex. Mar. 15, 34 5,700 36 3414 345 — 1% 
31 1y .. ve 56,148 L2 Shell Transport & Trading Co.... 67c LO ge |. 5 ‘ ms were 
11% 4 11% 7% ~~ 13,070,625 N.P. Shell Union Oil Corp............ a une 30, 30 13,900 9% 8% "8% 0 
61 28 9 58 400,000 $100 Se oo eee ee $1.37% uly 1, 31 200 76 75 76 + 1 
12 4% 11K 9 461,000 10 Simms Petroleum Co............ 25¢ eb. 1, 34 1,800 10% 9% 10 — 
9% 3 11 7% 1,100,069 25 TR Es 50c Dec. 15, 30 4,800 1034 9% oe — 95 
57% 22 68% 54% 120,000 100 ee ere $1.50 May 1, 31 600 68 66% 66% —1% 
17 6 19% 15% 31,701, "348 25 was Vacuum Corp........... 15c Mar. 15, 34 49,300 16% 15% 15% — % 
102% 364 109% 96 764,925 100 x a COE. Pid....606054 $2.50S.A, Dec. 30, 33 1,300 *10934 108 10944 + 2% 
45 19 42% 37 A3, 102. 900 N.P. > a Rec canes ceeeuaas 25cQ ar. 15, 34 24,100 36% 33% 3314 — 2% 
39% 12% 41 33 320,000 $10 IND. inch ons eee k enews ic Jan. 31, 34 200 40 40 40 0 
47% 22% SOM 44% = 25,740;965 25 SB: Os OW: JOY 6osccccccsccssn 50cS.A. Dec. 15, 33 51,900 454% 43% 44 — 1% 
59 35 62 51% ,590,406 se Paes n:6de 2Gso gob aster 25cQ Mar. 15, 34 1,000 61 5934 60 —1% 
103 89 113% 100 100,000 $100 Se | ere $1.50Q Mar. 1, 34 100 +112 111% 8=112 + %&% 
4hy , or) 1% 912,479 N.P. EOS COND. 2 6 5 soci c8sees 2%% on ac. to Dec. 31, 30 4,100 2% 2% 2% 4% 
30% 10% 29% 23% 9,851,236 $25 Oe ee eee 80 Apr. 1, 34 15,600 263% 25 25 — 1% 
6 1% 6% 3% 930,570 10 Texas Pacific Coal & Oil Co...... ete Dec. 31, 29 4,600 454 4% 4% — 
11 3% 14% 8% 5,998,919 N.P. Tide Water ee Oil Co... 50c Apr. 1, 34 33,000 13% 12% 12% - 5% 
65% 23% 85% 64% 95,503 $100 “ES” BG Oy Ai Se re $2.50 on accum. Mch. 31, 34 1,800 *85}) 8334 84 - % 
26 9% 40 31 2,191,823 N.P. Tide ™ aoe Oil cm Paaraceits aunnates c Dec. 23, 33 ce% ees ware aes is 
80 45 96% 80 99,446 $100 Oe Re nee eee $1.25Q Nov. 15, 33 500 96% 96% 96% - 
23 8% 20% 17% 4,386,070 25 Union Oil OF CCRUIOPMIR s 6.0 0.0:5:0:0:0 25cQ Feb. 10, 34 6,500 17% 16% 16} -1k 
22 10% 21 15% 1,200,000 N.P. Unron Tank Car Co....ccccsess 30 Mar. 1, 34 1,200 2014 19% 19% —1\% 
4% % 3% 1% 759,538 N.P. Warner Quinlan Co............. ‘eis uly 3, 30 800 2% 2% 2% — %& 
5% 2 5 3% 431,443 $5 H. F. Wilcox Oil & Gas Co....... bases ay 10; 28 1,500 45% 4 4 — & 
®New high. tNew low. x Ex-div. 
Standard Oil Stocks on New York Curb Market 
Div. Last Transactions Week Ended May 5 
1933 1934 Shares Par Rate Div. es Week's 
High Low High Low Issued Value Company Period Paid Shares High Low Last Change 
13 6 11 6 40,000 $25 Borne Scrymser Co..........0.- igi Oct. 15, 30 50 84% 84 8% + 4% 
39% «25 38 31 200,000 50 Buckeye Pipe Line Co........... 75cQ Mch. 15, 34 200 36% 341% 3444 2% 
129° 71 126% 118% 120,000 25 Chesebrough Mfg. Co........... tt310 Mch. 30, 34 $0 12643 12634 126% + 1h 
4 2% 13% 9% 5,977,873 N.P Creole Petroleum Co............ ee caneasan eae 10, = 12% 12 12% - \% 
41% 620 36 31 50,000 $100 Eureka Pipe Line Co........... $1Q Feb. 1, 34 351% Att. 35% — \ 
105% 40 46% 33% 9,000,000 N.P. Humble Oil & Refg. Co.......... 25¢ Apr. 1, 34 6, 100 441% 41 43% - 1% 
15% 6% 15% 12% = 26,742,792 N.P. Imperial Oil Corp. coup......... 12%cQ ae, 1, 34 17,700 151% 1414 1454 - k& 
15% “4 as | Ge | ees N.P. GO TOMDRING. sooo occ cece 12%cQ Mar. 1, 34 a pavers vis WY Pe ie 
8 3% 6% 4% 300,000 $10 Indiana Pipe Line Co........... ttle S.A Now. 15, 33 300 5 5% 54% 514 iy 
23% 8% 27% 19% — 14,247,088 N.P. katermational Pet. Co......vesccecs 28cQ Mch. 15, 34 21,600 27% 26 26% lg 
10 54 9% 8 513,000 $12.50 Wwational Traasit Co... scc.ccccccs 40c S.A Dec. 15, 33 : : ar er Pores ee 
4% 3 4% 3 100,000 New York Transit Co. ....000sc0s 15c S.A. April 14, 34 100 4 4 4 0 
6% 4% #7 4% 120,000 10 Northern Pipe Line Co.......... 25c S.A. Jan. 1, 34 200 5% 5% 5% 0 
87 70% 88 8344 580,796 100 ROMS AN SO PKs xn pote ose ve $1.50Q Mch. 15, 34 800 87 86 86 - 
4 1y «5 4% 400,000 25 Penn Bex. Fuel'Co.. oo... cece 75¢ Dec. 22, 33 BA ers j cae ae 
6 2% 4% «4 100,000 10 Southern Pipe Line Co.......... 10c Mar. 1, 34 100 44 44 41 + 
22% #11 24% 17% 1,200,000 25 POWER £ene TH Ws. 6.50 ceca cs 30cQ Mch. 31, 34 2,800 24 22% 23% { 6 
43 24% 47 43 J 50 South West Pa. Pipe Lines...... $1Q ya Se tebe - re 
34 17 32% 26% 15,941,894 25 ee re ee eee 25cQ Mch. 15, 34 28,600 27 26} 8 265% 4 
19% 8% 17% 14% 2,606,983 10 ne es ee 25cQ Mch. 15, 34 3,500 163% 1534 16 Vy 
20% 11 16% 1345 190,822 BS 6G Mebeein.... 5s socccsus 25cQ Mch. 20, 34 100 «14% )Ss«d14E_(Ci (aside H+ OG 
41 15% 28% 20 752,465 25 er RMD es nos 64 oe. ais Sones ares a April 16, 34 600 201% +20 20 2 
88 60 92 77% 120,000 100 Se > ee” See ree $1.25Q Jan. 15, 34 retgtars ‘ my : a 
3 1 3% 3 34,158 25 Swan Finch Bi REO sy Sara wlaweays Sad Dec. 1, 30 100 3 t3 3 lé 
®New high tNew low ttAlso extra—Chesebrough 50c; Indiana Pipe Line 10c. 
x Ex-dividend. 
New Security Issues FALLS TEXAS, an individual pros terest in the property and $120 for 
pecting for oil and gas, selling speci- clerical and other help. The issuer 
WASHINGTON, April 28.--Included — fieq interests in described properties, reports that interests are to be given 
0 the security issues filed for regis- and proposing to issue 1,400 undivided away in consideration of helping him 
tration under the Securities Act, an- interests in an oil lease and well in build up his business, the recipient of 
nounced today by the Federal Trade an aggregate amount not to exceed each interest to donate $2 to the ex- 
Commission, was the following: $2,800. Of the estimated net proceeds pense fund incident to the transac 
“W. R. DUKE, (2-236), WICHILFA of $2,000, $800 is to be paid for in- tion.” 
100 NATIONAL PETROLEUM News 





























Oil and Royalty S 
yalty Stocks on 
ew York Curb ADV 
ait.. 1934 Par Y ERTISERS 
w High Low Value Company gapimmanetions Week Eades May 5 I 
1% A OK NE Shares High Lo Week's N THIS ISSU 
4 : : 1% NP. ye snare BBasnesibe. .. 2 800 Sa Last Change E 
4 2 3 1 N.P. oe at. Gas.... “400 % 34 3 
adm Pa 1 4 + — a : 
% 6% 15 1388 my 2 ee 3,300 1 +; ; - oe Thin index te published ase os 
7 6 ah hee Ok eee , . ‘ ronveni a 
, ¥ ; sg Ri Brith Ames Oi ae = a hen 3% 3 4 $: ares Every care is taken secant to the 
10 a Citie Biiccece 1,900 nek ee pi 8 . but National Pe ake it accu- 
3% 1 * 1% $100 = — pEccdaca 32°900 ; 3} 6 3 54 nary; no responsibility f mappeorcens Nise anata 
22 de ane, We... 700 22 tay 2% i ; errors or omissi 
4 9 100 d | 1 3 22 191 0 4 ions. 
2 34 is 1% N.P. Colon on Meee - — 246 2 “OM F 24 
: 1 2 is N.P. Columbia Oil a G steeee 1,300 "2% “see is io Acheson Oildag Co... 
3 1% 31 $1  Consolid as vtec. 1,500 2 2% 23 » | Alox Ct ; 
6 6 72 1m N.P. Soamae ae Royalty... 1'300 HS, 1 :" 9% “s x Chemical Corp. 9 
1 % $100 ead ue Seid o <— % 15 American Can C % 
1 1 do pfd. 300 4 8 15% i 
234 aa 7%4 si NP Crown Temeal |, ai? ae 2% 2% % 46-47 
27 SSE NB. Darby Petroleum... aac «26 COE | Benjamin Electric C 
62 = seae gait NUP. a Oil & Refg. Tae ‘oe 6% 6% .. lg Berry So , ra ve" = 
Rae i ye ) 2 {4, O08 - esta »., James B : 
6% is is it ar Tad on Corp “a pig ee a‘ 134 134 - Yj Brodie Co., Ralp “4 .7 
4 4 os ndian Ter. Ille. Oil A.. 2,000 54 1Z ses ee le shee ee ° 
033 4 244 «1 NCP. wea’ hae 100 2% 214 3% 4 : ron & Brass Work veeee OL 
oleum...... 3.200 i “/4 ay ) 
RAY: 1% st Pi may Leonard Oil appeal 3,200 = #214 FTF ond, o 
= 4 83% «5% N.P. poe = Refg..... anes see “hh “% 2% as - mpion Spark Plug ¢ 
yeu cae ae SE Mitedadene Braden: a; no om tt et Motor ( 3 
8 agdal : _ 5,400 73 8 47 : 
au 1% 3 o% ie Macey Oil x aaah me aeons 16 6 3 > igo Bridge & I Work ? 
4 l 5 3 ES Mexico-Ohio o...... 100 Sy) ry < i. ae iA ae Ne 
1% a) 3% 1% re esaige oe Gas & Oil... tinea ‘ ‘fh 7% ~i¥ C} Rance C 10 
ah) \ ¥ 44 N.P. - wiptee Pet. A vte. = 300 3% “9k 31 are g 
a 258 5% Pi c Mountain & x Gull eae 600 "34 sae k . Deep R Oil ¢ 
18 ‘ fountain Denducee... Sr arata 8 54 1 Dill f ‘ 
246 % 6 144 N.P. National oe ae 3,000 ej 4 Mig. ¢ 
% 2 38 134 N . > lage poco Oil..... 2,500 a 1 tM : 3 ) 
7 N.P. ost Na , Me wee 500 > 6 6 12 ? 
t+, 3 101% git 244 North nea 200 3 1% 1% i ” . 
10 3 pay - a9 Oil Stocks Ltd. A...... 500 4 Pi 3 us | 
1% ws 2% % NP. Pacific Western....... 100 1014 10; Lg 0" Fair Mt ; 
57 4 ye % % N. x Pantepec of Vene tenes oe 4 04 10% ; aa kK forse & 
24 ™ 63 4354 5106 Producers Royalt zuels 4,700 “aU ; : ederal Motor Truck ¢ 
1% ne ; es Pure Oil 6% pfd Y..e- 3°700 +. 134 13; oi t W ne . 
2% y% 1 '% NP. Red Bank “Oil aaa 420 533 e1’° __ v6 Pe I a : 
4 2% ie $25 Reiter-Foster =... wala. . I 51 ‘ ; 
: _* ee peers hale 5 Richfield Oil pfd...... 1,100 "te oes 2 } HW ( 7 
3 8 6% 10 Root Refining........ 1,700 13 13 0 
; “4k eae ean doconv. pr pfd..... |..... . 3 13% , , . 
1 4) 31% NP Royalty Corp. pid... . Tre ay. = Eid. general Electric ¢ 
4 % 6 $10 Ryan_ Consolidated... . : - | Goodrich Rubber ,1 
9 3% i $10 Sal alidated.... foe ag Co.. B. I 
, 3 7% 5% Salt Creek Consolid 100 ; Goodyear ‘I . £2 
. RP Ane: HY Salt Creel Prod. ated 100 Fas 2. ? ‘ pats re & Rubber ( 
y i 5% 6 4% N.P Shrev. El Dorado P. L. 1,800 ¥" ‘ 4 0 sraver Tank & Mfg. C iI 
4 13 ye 2 4 -P. Southland Royalt me 6 7 a Gulf Ref 7 . i 
6 : 6% 11 6he wes Sunray Oil... y- 70006 - 
8 340 ba | 1 * ‘$5 Texon Oil & Land..... 2,400 11 > 8 6 0 
1% 5% 3 Venezuela Petroleum.. 1,300 6 5% 1% 1 3 0 Hinde & Dauch Pay 
3 % ware oe N.P. vue Yass ogadl 300 : toh 6% x; | Huffman Mfg. ( per ¢ " 
eNew High. Slam een ; (W& Gas... ccocs : "4 *& eee Ge , ~ 
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' 54 
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, = 7 g eer a € 
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2 sso. Oil Go GO... 7 = s itiona , f Tul 
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Ms —— Dat. of Calst. 7 612 44 441¢ 112 aur O & i Sie By ‘ 2 103% 1037 Moe rd Cover 
| 2  pereere. ee ees 4 2 Gu il 5s ’37.. siies Ss ‘172 63 6X . ,<% Oj 
ae Phillips Pet. | Sapte ae 46144 44% 44% —: Gulf Oil 5s’ --- 105 104% : % il Conservation Engineer 
) rile as cc Me BE BET Beg! Seber Wag RE BPS | Engineering ¢ a 
) Pure Oil 5% te ath 100, 9944 100. H 9% Sun Pipe Line, 2.2... 105 10415 10414 — 15 | P 
, ee Oil ‘of | Calif. Cee ae 98% 0 Tide Water 58 °79....... re 10234 10244 1 atent Chemicals, In« 
; i et 70 7 ae a ae fae 
M4 Oe Po He Oil sa “if 34 3254 335% — 3 8 0% 1% oly es iels & Color Corp ° 4 
5 gt en alit. ” 78 8 p: b ee ee le Oil A _ = 
. rell Union Oil 5s 5% 2 4 33 331 — rn *ennsylvania Refit ie 5 SSI 3c 
Vy + bg Oil Se a. “ aaie a7 98 + % — urg Stock Exchange Penola, Inc sedis 79 
inclair Con. Oil 7 - 75% Ff 98K + 7 ‘ransacti , a iii 
: lg Sinclair Con. Oil 61 > B. rhe 10334 10414 i ons Week Ended May 4, 1934 65 
2 Skelly Oil 5 Yas... - 105, 10472 104% ie vba Reo Motor Car 
, oo Be'46. .. <6. << 10662 94 5% — k% : Rock I ir Co , 
8 O.N. Y. 4% .-- 106%2 10534 10¢ e Change ck Island Refg. C 45 
Union Oil of C ith . 104% 104 : 104! 8 Sales Hi Over 7 
Union Oil iG. if. 5s w.w. 10214 102 102%, v. +t Saar ‘ gh Low Last Week ; : t 
W ° alif. 6s A.. 113 1123 = \4 1. Gas & Elec 327 r: Scharit-Kohes 
arner-Quinlan 6s °39. 4e 2% 112% % Devonian Of... 387 5% 14 14 = Sch capi 1 Mfg. Co. 
i »'g 44 4% +-%& anette... me. 16 15% 16 att se rader's Son, Inc., A. 66 
- t do 6 p.c. c pay 2,090 7% 6% 63 bf : Skelly Oil Co ; ee a )2 
for M El a 3e ee PP ncn k eeeee 119 721 71 2 — Cll k irth Cover 
ee Meck lroy amrock Oil & and 72% +1 
sué Ace 27 U. ° 
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First Quarter Earning Statements 
Reflect Oil Industry Upturn 


ROM all sides come first quarter 
F financial reports carrying definite 
evidence that business in the oil world 
was a great deal worse during the days 
of 1932 and early 1933 than it is right 
at the moment despite code troubles 
and labor upsets. The full blaze of 
business recovery has not yet burst 
forth but the horizon is lighted by a 
glow that holds promise. 

From California the report of the 
Standard Oil Co. shows a strong profit 
as compared with a big loss for the 
first quarter in 19338. It stood $3,- 
323,591 in the black against $718,987 
in the red for a year ago. Barnsdali, 
Simms Petroleum, Skelly Oil, Amer- 
ada Corporation, Tide Water Associ- 
ated and others find that the first quar- 
ter earnings are moving up in the right 
direction, 

The Barnsdall Corp. reports that it 
has felt a substantial improvement in 
its operations for the three months 
ending March 31, 1934. A comparison 
with the same period for the previous 
year favors fhe present figures in strik- 
ing style. Though no dividends are 
being declared at the moment the com- 
pany “is ready to go’’ as soon as prices 
for refined products warrant the re- 
sumption of payments. 

Net operating income for the quarter 
was $759,246.38 as compared with an 
operating loss for the same quarter of 
last year of $162,717.84. The net 


profit after all charges, and without 
writing up inventories, was $119,- 
368.25, <A year ago the first quarter 


net loss was $852,803.09. 


The charge against earnings for de- 
preciation, intangible development 
costs, and lease costs was $640,343.51 
as against $697,525.34 for the same 
period in 19385. 

Bank loans of the corporation and 
its subsidiaries were all paid in full 
by the end of March, thereby creating 
a net current condition of 34% to 1. 

A large increase in the sale of re- 
fined products at the refineries totaled 
166 while sales in gasoline climbed 
25% over last year. The average price 
for refinery products was $.05529 per 
gallon as compared with $.03524 per 
gallon in 1933. This was an improve- 
ment of 57%. 

A sale of Barnsdall’s stock interest 
in the Barnsdall-O’Neil Oil Co. of Mil- 
waukee was made without loss to the 


Corporation. Owning 85% of the com- 
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mon stock and 21% of the preferred 
stock it was necessary that dividends 
be paid each year or control of the 
management would pass into the com- 
pany’s hands. Excessive rentals on 
leases made during the boom days 
weighed too heavily. It was impossible 
to earn sufficient to cover the pre- 
ferred dividends. 

To date, Barnsdall’s reserves are 
greater by far than they were last year, 


Tide Water Associated 

A reduction of the funded debt dur- 
ing 1933 from $5,717,000 to $4,777,- 
000 was one of the major points 
brought out by President William IF. 
Humphrey at the annual meeting of 
the Tide Water Associated Oil Co. The 
original funded indebtedness amounted 
to $27,100,000 of which $24,000,000 
was issued by the Associated Oil Co. in 
1923, and $3,100,000 by the Tide 
Water Associated Transport Corp. in 
1927. 

A preferred dividend arrearage 
amounting to $5.50 will be paid off 
“as rapidly as possible and as the earn- 
ings of the company permit, and as 
may be consistent with good business 
judgement,” President Hum- 
phrey. 


stated 


There are 13,200 owners of the pre- 
ferred stock and 19,200 holders of the 


Oil Dividends 


Declared Last Week 


Stocks of 
Company and Period Amount Payable Record 











Buckeye Pipe Line q... .75«¢ June 15° May 31 
Inter. Petroleum s.a.... . 56¢ June 1 May 15 
do extra 44 June 1 May 15 
McColl Frontenac Oil q. 20. June 15 May 15 
Socony-Vacuum q ty June 15 May 15 
d of Calif 25¢ June 15 May 15 

1of Nebr l 25« June 20 May 23 

or Ld. och 50. June 15° May 16 

ter Oi! 5% pfd. q.$1.25 May 15. May 10 





Awaiting Payment 
May 5, 1934 





Stocks of 





Company Amount Payable Record 
Consolidated Oil 8% pfd. $2.00 May 15 May 1 
Imperial Oil Ltd 25« June 1 May 15 
Indiana Pipe Line 15< May 15 Ax 27 
Mid-Cont. Pe ¢ 25 May 15 Ay 11 
Phillips Pe ; ‘ 25« May 14 Apr. 12 
Standard of Kansas 50. July 31 Jul 2 
Sun Oil com. q 25« June 15 May 25 
g $1.50 June | May 10 

l. q 25 May 10 Apr. 19 

10« Sept. 30) Sept. 15 





common stock, with many stockholders 
participating in both issues. 

Provisions of pension, insurance and 
stock acquisition plans of the company 
were outlined during the annual meet- 
ing. As of March 30 there were 94 
participants in the management’s 
stock plan, subscribing to 379,631 
shares of Tide Water Associated com- 
mon stock. Only 78,303 shares, of the 
total subscripion, have been purchased 
or delivered, leaving 301,631 shares 
to be subscribed for before Dec. 51, 
1936. The price is never less than $10 
a share. 

* 
McColl-F 

Net earnings of McColl-Frontenac 
Oil Co. Ltd. for the year ended Jan. 
31, 1934 were $1,162,108, equivalent 
to $1.27 on the outstanding common 
stock, as compared with $1.53 per 
share for the previous financial period. 
During the year the common stock was 
increased by 50,000 shares, sold at $10 
a share and the proceeds of the sale 
were used to reduce the bonded debt. 
Operating profits for the year were 
$3,703,438 against $3,042,973 for th: 
preceding year. 

Working capital at $5,349,568 was 
up from $4,632,392. The ratio of cur- 
rent assets to current liabilities was 
6.5 to 1. Cash assets and government 
bonds were $1,099,713 compared with 
$601,716 a year ago. President John 
Irwin in submitting his report said 
casoline sales in Canada declined 17,- 
139,000 gallons in 19338, but the com- 
pany maintained its share of the busi- 


ness. 


rontenac 


Imperial Oil Ltd. 


The consolidated balance sheet of 
Imperial Oil, Ltd. and Imperial Oil 
Refineries Ltd. as of Dee. 31, 1933 
shows current assets, including $15,- 
489,662 cash, amounting to $58,155,- 
046 and eurrent liabilities of $8,911,- 
732; this compares with cash of $13,- 
$16,337, current assets of $57,204,97 
and current liabilities of $7,894,426 on 
Dec. 31, 1932. 

Total assets aggregated $269,202,- 
133 against $260,916,033 at the close 
of 19382. Inventories were carried al 


» 
” 


$28,146,604 as compared with $29,- 
584,400. Surplus as of Dec. 31, 1933 
was $110,645,191 comparing with 
$109,958,799 in the previous year. 


Standard of Kentucky 

Standard Oil of Kentucky earned 94 
cents a share on its 2,606,983 shares 
of capital stock outstanding; aceord- 
ing to the company’s report for 1933, 
Net profit was $2,623,509 for the year 
compared with $2,825,696 in 1932. 

Net income compares $2,458,045 
and $2,593,981 respectively and total 
surplus, $12,486,435 and $13,367,468. 
Cash dividends for the two years; 
1933, $2,606,984; in 1932, $3,389,078. 

In the past four years this concern 
has paid out in cash dividends a toial 
of $15,321,518. The stock is now re- 
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ceiving payment at the rate of 10 per 
cent, in the three previous years it 
was at the rate of 13, 16 and 20 per 
cent respectively. 

The company’s cash and receivables 
and investments at the close of 1933 
stood at $17,252,682, in 1932 at $16,- 
716,331. Accounts payable at the end 
of 1933 were $1,885,367. 

* * * 
P. & R. Delisted 

The New York Stock Exchange 1s 
ready to strike from the list the 7% 
cumulative convertible preferred stock 
and common stock of the Producers 
and Refiners Corp. as soon as the court 
has confirmed public auction sales of 
the properties and 
concluded by the receiver April 14. 

The receivers for Producers and Re- 
finers Corp. advised the stock listing 
committee that, ‘‘the public auction 
sales of the properties and assets of 
Producers and Refiners Corp. (except 
cash and accounts receivable) were 
concluded April 14. The total amount 
cf the successful bids for all such prop- 
perties and assets is $10,309,501, ex- 
clusive of the prices bid for inventories 
of crude oil, refined and partly refined 
products and chemicals to be paid for 
by the purchasers as ordered by 
the courts.” 

Though the books had not been 
closed for the quarter ending March 
31, 1934, preliminary figures for that 
date give as follows: Cash, $1,545,- 
625; accounts receivable, $365,000; 
inventory, $1,580,273. ‘‘The above fig- 
ure for inventories covering crude oil 
refined and partly refined products is 
based upon market at March 31, 1934; 
chemical inventories have been valued 
on ae cost The figure’ for 
accounts receivable is net after deduct- 
ing existing reserves for bad and 
doubtful accounts,” state the receivers. 


assets, said to be 


basis. 


“Our accounts payable arising out of 
receivership operation as to the end of 
March, will be approximately $735,000 
after deducting certain obligations to 
be assumed by the purchasers of the 
properties in the event the sales are 
confirmed. The total amount of claims 
allowed against the defendant company 
(before interest) is $13,872,459, from 
which ultimately will be deducted the 
purchase price of properties heretofore 
sold, and approved by the court, in the 
sum of $240,595 2 

The receivers further advised the 
stock listing committee that the U. 38. 
District Court in Wyoming was to dé 
termine, on May 7, whether to confirm 
or not to confirm all sales. 

4 Ba 
Amerada Corp. 

Amerada Corp. and its oil produc- 
ing subsidiaries report a net profit of 
$524,999 after taxes, depreciation, de- 
pletion, abandoned leases, drilling ex- 
penses and other expenditures in the 
first quarter. This is equivalent to 68 
cents a share on 767,375 no-par shares 
of capital stock, excluding shares held 
by the company. The March quarter 


May 9, 1934 


of 1933 

939. 
Consolidated income accounts for 

the quarter ended March 31, 1934: 


ended with a loss of $201,- 


1934 1933 
Gross op. ine...... $1,873,943 $982,730 
Exp. tax etce........ 932,302 835,052 


Oper. ine. $941,641 $147,678 


Other inc. ........ 119,329 138,832 
Total ine. ...... $1,060,970 $286,510 
Depr., drill. & 
Gabe  caerwccacccens 535,971 488,449 


Net profit ...... 
* Loss. 


$524,999 *$201,939 


Simms Petroleum Co. 
Simms Petroleum Co. and _ subsid- 
iaries report net profits, after all de- 


ductions of $11,633 which is equiv- 
alent to 2 cents a share on 463,700 
shares (par $10) of capital stock. 


This compares with net loss of $238,- 
890 for a similar period last year. 
The company had cash on hand, 
as of Mareh 31, to the amount of 
$440,245 compared to $719,752 on 
Mareh 31, 1933, and working 
tal was $1,543,785 against $1,805,629. 
The consolidated income account for 
the past quarter ended March 31, 
1934, compares as follows: 


1934 1933 
Gross Wc: .......: $692,481 $405,430 
Exp. and tax...... 473,833 490,191 


Operat. ine..... $218.648 $84,761 
Other ine. ...... 5,253 5,160 

Total ine. .... $223,901 *$79 601 
PREGKESE c.ccaissccs 3,466 456 
Intan. develop. 

CORTE. 1,770 14,422 
Depr., deple. ete. 137,032 144,411 

Net profit ...... $11.633 *$238,890 


* TOSS, 
cK * tk 
Standard of California 

From California comes the report of 
the. Standard Oil Co. for the quarter 
ending March 3 There was a net 
profit of $3,323,591, after the usual 
deductions, equivalent to 25 cents a 
share on 13,102,900 no-par shares of 
capital stock. This compares with a 
net loss of $718,987 in the first quar- 
ter in 1933. 

The consolidated income account for 
the quarter ended March 31, 1934, 
compares as follows: 

1934 1933 
wats $7,465,701 $3,562,230 


(net) 7108067 


Oper. ine. 
Other ine. 236,068 
Total ine. $3,454,163 
Depr., depl. & 

AMOFE. «...:. 


Federal tax ...... 


$7,701,769 


1,128,178 4,175,150 
250,000 


Net profit ....$3,323,591 


+ 


32 $718,987 
+ Debit. 


* Loss. 


ST. LOUIS—Shell 
has been awarded a contract to 
nish 2,740,000 gallons of aviation 
gasoline to the U. S. Army Air Corps 
in the six months ending June 30, 


Petroleum Corp. 


fur- 


capi- | 





THE 
OIL INDUSTRY 
EXCHANGE 


Wanted to Buy 








OIL TRUCKS WANTED 


Petroleum Distributor in vicinity of New 
York City desires to purchase used No. 6 
oil truck, approximately 2,000 to 2,500 
gallons capacity. Also light oil truck of 
approximately 1,600 gallons. 

Address O. A. W., care National Petro- 
leum News, Room 2135, 50 West 50th St., 
New York City. 





Professional Services 





OCTANE RATINGS 
By A. S. T. M.-C. F. R. METHOD 
DYNAMOMETER TEST for 
economy of gasoline. 
REFINERY GASES and NATURAL GASO- 
LINE analysis by Podbielnik apparatuses. 
PHOENIX CHEMICAL LABORATORY 
‘An exclusive petroleum testing laboratory” 


3953 CASTELLO AVE., CHICAGO, ILL. 


power and 








L. G. Huntley J. R. Wylie, Jr 


HUNTLEY & HUNTLEY 
PETROLEUM GEOLOGISTS 
IND ENGINEERS 


Grant Building PITTSBURGH, PA 








ANTI KNOCK VALUE 
DETERMINATIONS 
THE GRAY INDUSTRIAL LABORATORIES 
Chemists and Engineers 
Specialists on Petroleum Products 
961-976 Frelinghuysen Ave., 
NEWARK, N. J. 


Telephone Bigelow 3-4020 











ROYAL E. BURNHAM 
Attorney-at-Law 


Patent and Trade Mark Practice 
Exclusively 


611 Eleventh Street, N. W. 
Washington, D. C. 





Miscellaneous 








WHAT IT 


COSTS 


“For Sale.” “Wanted to 
Wanted,”’ “‘Business 


Buy.”’ “‘Help 


Opportunities.” 


*Miscellaneous”’ 
type this size 
word. 


classifications, set in 
without border--10 cents a 
Minimum charge, $3.00. 


“Position Wanted’’—5 
Minimum charge $1.00. 


cents a_ word. 


Advertisements set in 
with border 


special type or 
$4.00 per column inch. 


Copy must reach us not later than Fri- 
day preceding date of issue, 


All advertisements carried on this page 
are payable in advance. 
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a chance to. 





inspect the \ 
complete line of : 








iking Rotary 





umps 


Booth No. 8 Refiners & Marketers Bldg. 


International Petroleum Exposition 
Tulsa, Okla., May {2 to (9th incl. 


Of course we don’t expect visitors at the 
International Petroleum Exposition to stampede 
our booth in an effort to see the display of Viking 
Rotary Pumps. But the big majority of visitors, 
whose chief interest is in the marketing phases of 
the petroleum business, will drop around to Booth 
No. 8 in the Refiners and Marketers Building for 
a look at the latest Viking models . . the favorite 


pump of the industry. 


Those who inspect the New Vikings are going to 


see a lot of improvements . . in bases . . mount- 
ings . . Relief Valve-in-Head, etc. But basically, 
they are going to find that same simple, sturdy, 
widely-imitated Viking ‘Two Moving Parts” 
Principle . . that has become the accepted standard 
of the petroleum industry . . that is operating 
successfully today in over 400,000 Viking Rotary 
Pumps. If you are not going to the Exposition 
.. do the next best thing. Let us bring the complete 
Viking story to your desk. Write today for FREE 


FOLDER and Prices. 


VIKING PUMP COMPANY 


CEDAR FALLS, IA. 
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